











©The Use of Gas for 
Residence Heating 


In selecting gas-fired equipment to be merchandised, it 
should be chosen with the following points in mind: 
Initial cost, service cost, safety of pilot, fool-proofness, 
efficiency, ease of installation, simplicity of design, 
flexibility as to hourly gas demand, cleanli- 
ness of operation, psychological 
effect upon the customer. 
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In styles and sizes to provide hot § 
water for buildings of every size. f 








uvatinc GARBAGE BURNERS 


One ton of garbage and rubbish contains 
as much heat as 200 pounds of good coal. 
Don’t waste it! 


In a Kewanee Garbage Burner it can be 
used as part of the fuel necessary for heating 
water —solving the garbage problem and also 
reducing fuel bills. 


KEWANEE, BSILER CORPORATION 
KEWANEE ILLINOIS 


Branches in 40 Principal Cities 





Hot Water is as necessary as Heat 
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Number One V ogel 
Frost Proof Closet. 
Simple in operation. 
Sturdy in construction. 
Half a million in opera- 
tion. 
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Three good reasons for installing 


WOGEL, Frost-Proof Closets - - 


No. 1 — _ It’s absolutely the best frost-proof closet in the 
world. 


No. 2 — 500,000 are in operation and they seldom need a 
“new part or even re-washering. 


No. 3 — They are advertised extensively to your custo- 
mers in publications and through a heavy direct- 
by-mail campaign. 


— Tell us if you need stickers, letters, folders or literature of any 
HYDRANT | sort, imprinted with your name and address. We want to help 
: you to sell more and more VYQGELS. 


bacon ll JOSEPH A. VOGEL COMPANY 


a eS Wilmington, Del. St. Louis, Mo. 


Ls Frost-Proof Products 
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HE Master Plumberknows 

he will find in the Wolve- 
rine Line the very Ball Cock 
for his particular job. He is 
prepared to replace any Ball 
Cock. 


The Master Plumber knows 
that all Wolverine Ball Cocks 
have the indestructible por- 
celain seat that means lon- 
gevity of operation, and a 
satisfied customer. 

The Master Plumber knows 
that the adjusting screws on 
Wolverine Ball Cocks are of a 
metal which is non-corrosive 
under any water conditions. 


The Master Plumber knows 
that only the best material 
goes into Wolverine Products. 
He knows the exacting work- 
manship and inspection that 
make all Wolverine Products 
so dependable. 


So the Master Plumber in 
every part of the United 
States installs Wolverine Ball 
Cocks with a very definite 


sense of security. 











WOLVERINE BRass \VorKs 


CGFRAN D KaPIDs MICHIGAN 








“Domestic 
Engineer- 
ing” carries 
more pages 
of business 
building ar- 
ticles than 
any other 
paper in the 
field. 


———" 









“When you | 
echeapen/! 
your work, 
you cheapen 
yourself and 
your busi- 
ness.’ — L, 
U. Noland, 
director, 
Pibg. & Htzg. 
Ind. Bureau. 
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Ve are living now in a day where the public has a right to expect the ordinary comforts of living with an absolute mini- 


mum of physical work in so producing these comforts. 


In other words, people today take for granled that their homes will 


be heated, lighted, supplied with hot water, supplied with ice, cleaned, and otherwise made 


livable, with as little physical exertion as possible. 


The public expects those conditions, 





and 1s getting them in ever increasing quantities. 


MONG the things which appeal to the public in 

terms of convenience is the heating of its homes. 
If this heating can be accomplished automatically, the 
public is willing to pay a premium in order to get the 
convenience. Automatic stokers, oil and gas burners 
are the answer to the problem of simplicity in house 
heating, coupled with automatic temperature regulation. 
With so many of the public utility companies offering re- 
duced rates to quantity users of gas, that fuel has shown 
The utility com- 
panies are co-operating with heating contractors in a 


rapid growth in residence heating. 


ereat many cities to bring about the installation of gas 
burning heating equipment, and more such systems are 
The improvement in gas burning 
In this 
issue is an article called, “Heating with Gas for Do- 


being installed daily. 


equipment itself has also helped the growth. 


mestic Purposes,” which gives interesting information on 
eas heating. 


——— 


ROPERLY regarded, the plumbing and 

heating store represents a definite factor 
in a complete merchandising plan. Our 
plumbing and heating merchandising section 
outlines the complete and effective plan 
used by one contractor to launch his new 
store. A second story shows how an estab- 
lished firm is using its store to build prestige 
and actual sales in its community. The 
merchandising sections follow the trend of 
modern merchandising, because they portray 
selling experiences of active men in the field. 





ATURALLY, one doesn’t have to be an accountant 
it in order to carry on a business successfully, nor 
does he necessarily have to be 1n a position to hire an 
accountant. Many profitable small business enterprises 
are conducted by men who are not accountants, but very 
few are successful where the proprietors do not know 
something about their costs. Almost any man with 
education enough to be carrying on a business of his own 
can master some of the elementary accounting knowledge 
contained in the series of articles running in this publica- 
It con- 
tains much valuable cost finding information, and one 


tion called “Modern Accounting—Simplified.” 


of the series appears in this issue. 


Your Eedilor- 


ARL H. SKOGG of Green Bay, Wis., recently 

wrote the following commendation of “‘Domestic 
Engineering’ in its new form,—““Your Paper is 
surely improved, and has been receiving a lot of favorable 
comment from the trade. Your items on sales promo- 
tional plans of other concerns are very good stuff. 
Many other phases of the book I find more interesting.” 





MEETING which those in at- 

tendance characterized as the 
most important ever held in the 
plumbing and heating industry, was 
the Trade Practice Conference held 
recently in Pittsburgh. Its impor- 
tance lies in the establishment of 
definite trade practices, and adher- 
ence to those practices under gov- 
ernmental supervision. Everyone 
connected with the industry in any 
way should familiarize himself with 
these rules, which are published in 
the report of the meeting. 





San many years Domestic ENGINEERING has been 
active in assisting state associations, and individual 
master plumbers, in the preparation of adequate state 
plumbing codes. On the theory that the more uniform 
the state codes are, the more chance there is of having 
ultimately a nation-wide set of minimum requirements 
for plumbing installations, an effort has been made to 
keep new state codes within certain specifications. In 
this issue, R. M. Starbuck, Jr., well known authority on 
plumbing codes, discusses the new Indiana plumbing 
code. 





OLOR in the bathroom is some- 
C thing over which there has been 
some controversy in the industry, some 
members holding to the theory that 
color is merely a fad, others believing 
that it has'come to stay. Regardless 
of which of these ideas is true, a de- 
mand for color has arisen, and the duty 
of the contractor is to satisfy the de- 
mand of his customers. In our next 
issue we are publishing a complete mer- 
chandising section on color. 


The man who is so busy that he does not have time to read his trade paper is like 
the man who was so busy chopping wood that he did not have time to sharpen his axe 
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BARBER Qutomatic 
JET GAS BURNERS 

















Tree Seal 











ONVERT the coal 

heated homes in 

your community to won- 

derfully efficient, eco- 

nomical and sanitary gas 
heated homes. 


Do it at the minimum of 
expense to your custom- 
ers. No new boiler or 
furnace necessary—no 
change of any kind 
in the present heating 
system. 


Simply install the Barber 
AUTOMATIC Jet Gas 
Burner which comes com- 
pletely equipped with 
the latest and most ap- 
proved safety and auto- 
matic devices. 


Gas Heat 





The Barber forever re- 
moves the dirt and un- 
certainty of the old meth- 
ods of heating yet it does 
it at a cost that is well 
within the reach of even 
the most modest home. 


Operating costs of the 
Barber AUTOMATIC 
Jet Gas Burner are sur- 
prisingly low because the 
Barber principle utilizes 
every particle of the fuel 
and applies it directly to 
heating the house. 


Write for full details of 
the Barber AUTO- 
MATIC Jet Gas Burner, 
today. Get in on Barber 
profits now. 





The GLEVELAND G. GAS | BURNER SAPPLIANGE GO. 


3102-04 Superior —" Cleveland, Ohio 

















Special 


— —. — 


Patente 
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Architects: GRAHAM, ANDERSON, PROBST and WHITE, Chicago ‘Plumbing and Heating Contractor: A.R. BRUEGGEMAN CO., Cleveland, Ohio 


MEDICAL ARTS BUILDING 
Cleveland, Ohio 


“Our experience with the installation of Arco Metal Pipe in the Medical Arts 
Building has been satisfactory in every way. We used about eight carloads of 
your pipe for soil, waste and vent lines including branches of the plumbing 
system. This pipe was all assembled with screw thread joints. Our men cut 
and threaded the pipe on the job with the same tools used regularly for 


wrought steel and iron pipe.” (Signed) A. R. BRUEGGEMAN , President 


Arco Metal Pipe has already proven its superiority and prac- 
ticability for the following services: Plumbing, soil, waste 
and vent lines—heating condensation lines, all buried lines, 
submerged lines in salt water, industrial water supplies, 
water and gas service lines, industrial waste lines, chemical 
process manufacturing lines, sprinkler systems and many 


A. R. BRUEGGEMAN CO. 


other installations where corrosion and erosion are factors. 
Arco Metal Pipe. Couplings and Nipples can be readily 
distinguished by their distinctive coating of red non-bleed- 
ing paint and the black strip on one side with the name 
“ARCO” stenciled at intervals on the other. This distinc- 
tive marking will protect customers against substitutes. 


AMERICAN RADIATOR 


. 40 West 4oth Street, New York 
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cA Remarkable Alloy Cast Iron Pipe That Can Be 
Cut and Threaded with Standard Pipe Tools 


RCO Metal Pipe presents a combination 
of qualities never before found in any 
pipe. Its flexibility, tensile strength, 

corrosion and erosion resisting qualities exceed 
those of ordinary gray cast iron and in addi- 
tion it can be cut and threaded at any point 
within its own length with the same tools 
used on wrought steel and iron pipe. 


This new pipe is not in the experimental 
stage. For the past two and one-half 
years it has been used in a wide va- 















riety of installations—frequently 
replacing more expensive 
materials. 


Arco Metal Pipe 
is made of a 
superior 
close- 


SEND 
FOR CATALOG 


IV/41, 





Send us your name and address and we will 


mail you the Arco metal pipe catalog giving 


complete information. 


OMPANY 





BRANCHES in all PRINCIPAL CITIES 


grained nichrome alloy iron and cast by a 
special process—Each length is tested by hy- 
drostatic pressure-——tests ranging from 300 
to 1,000 pounds per square inch—It is true 
to dimensions, smooth outside and inside— 
uniform wall thickness — All standard flow 
tables for extra strength wrought steel and 
iron pipe can be used to figure the capacity 
of Arco Metal Pipe—Can be welded in any 
lengths at plant or on the job—tests and 
thousands of welded feet now in operation 
prove that the weld is as strong as the pipe 
—Standard type of screwed fittings can be 
used with Arco Metal Pipe. 


Arco Metal Pipe is made in the following 
sizes: 114”, 2”,2%", 3", 4”, 5”, and 6” (8”, 
10” and 12” available later) and is sold by 
all leading distributors of plumbing, heating 
and mill supplies. 
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Reduction of available air 
space around a candle flame 
withholds proper oxygen 
supply and causes incomplete 
combustion or extinguishes the 
flame. The Pacific’slarge com- 
bustion chamber insures maxi- 
mum efficiency because the fuel 
has ample opportunity to mix 
with air and burn. 


: # 
" 

Large water glass *‘ : e o* 

over flame permits . ‘ a? 

freer combustion °. 9 ; 
Small glass placed over but causessmoke [| “ea: 7 ‘ fi i ale 
flame causes it to die down. = 
Minimum amount of heat 

given off 


A thimble placed over 


* ¥ 
wick extinguishes flame 
Gi \ Ing immediately Large combustion space 
provided by placing pail 
over flame. Candle burns 


brightly, generating maxi- 
mum heat without smoking 








combustion 


Any old kind of a firebox won’t do! Average soft coal runs 
24% to 48% volati:te gas. Insufficient combustion space per- 
Ay chance mits much of this gas to escape up the flues unburned... and 
there is a loss of 2% in the fuel for every 4-10 of 1% of carbon 

monoxide (partly burned gas) in the flue-gases. 

The VU. S. Bureau of Mines, after exhaustive tests, recom- 
mends a minimum of five to six cubic feet of combustion space 
per square feet of grate surface in order that the volatile gases 
may have time and space to mix with air and to burn. This is 
the standard on which the Pacific Steel Heating boiler is de- 
signed, its combustion space running 15% to 35% larger 
than that in other boilers. 

Again and again the Pacific has demonstrated its fuel econ- 
omy in flue-gas tests. Consistently, Pacific has proved that 
the maximum of available heat units in the coal is being 
obtained. 

FAAUTUUGUAANUAAUAUNOOOAEOONANOTERASSANUOUUUGEGOSOOOIOOUEROEEEOQOQUOUOOEOGASAOOUOOOOEOOEEQUOUE A TOEOEEEQOOOOOUEEEOOEOOOOOPEREAOOAOOTORGGEOAA OU EEGEAGA OUT TPPEEAEAOUTDEAEHU UU AAAAGA UU EAEAA TAA EEAAASOOUO AT EDEAGUHO OU PEAGH AAO ANAAAH OU AAAATOOUAOUEAAGGGOOOOUNGAAOGOOUUUENOEOOOUUCANGAOGOOOUUUUONNNOAGGOOUOnONAY 
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STEEL HEATING BOTLERS 
AND CAPITOL RADIATORS MAKE A LOGICAL COMBINATION 


Added to large combustion space, positive circulation, and 
large direct heating surface is the rugged welded construction 
which has made the Pacific leader in its field and dominant in 


the industry. 
There is a Pacific installation to fit your next building. 


Write for literature. 
PACIFIC STEEL BOILER CORPORATION 


Factories: Waukegan, IIl., Bristol, Pa. 
Sales Offices in 58 Cities 
Division of United States Radiator Corporation, Detroit, Mich. 
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to eat? 


Here are two peaches. They 
are both fine looking. But 
in the eating, one may 
be delicious; the other, a 
disappointment. 

















And in the same way, various boilers may often 
appear much alike in construction, yet upon care- 
ful examination, be vastly different. So the alert 
steam fitter today analyzes. He checks up carefully 
and with what result? 


... he finds unique and practical features that pre- 
vent waste up the chimney and result in better 
utilization of the heat produced by the fire. 


For instance, corrugations like this in the 
crown sheet section, as well as in all other vital 
heating surfaces above the fire, crowd more heat 
absorbing surface into the same space. 


KNGINEERING 





Again, a balanced back-and-forth fire travel, that 
cannot short cut to the chimney under any condi- 
tion, serves as a final safeguard against chimney 
waste. 


In short,only through analysis and comparison can 
you fully appreciate how richly scientific research, 
skillful engineering, careful thought for the users 
of the boilers, as well as for the heating contractors 
who install them, have contributed to the perfec- 


tion of Weil-McLain Boilers. 


Weil-McLain Boilers excel in fuel combustion, 
heat utilization, convenient operation, in meeting 
modern fuel trends and in ease of installation. 
They give more heat. They fight fuel waste. 


WEIL-McLAIN COMPANY 


General Offices Boiler Factory 
Michigan City, Indiana Erie, Pa. 


Chicago, Illinois 


Radiator Factory 
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“SEE THE WEIL-McLAIN JOBBER IN YOUR TERRITORY” 








The SPEEDLOK is a quick operating catalog binder 
designed to fit reprints of catalog pages in “Domestic 
Engineering Catalog” as well as all other catalog pages that 
conform to the standards adopted by the plumbing and 
heating industries. 


Easy and speedy operation are special features of this 
binder. A slight pull on the concealed bar under the top 
cover unlocks mechanism when sheets are inserted. 
Equipped with bar for removing sheets when changes are 
made. 

Minimum capacity 114 inches. By simply unscrewing 
extension posts capacity can be extended to 214 inches. 
Works perfectly for all requirements—either a few sheets 
or filled to capacity. 


Covers are bound in heavy black Levant Grained Fabri- 
coid, semi-flexible, very durable and attractive looking. 
Price of binder—$3.00 each. 


The loose-leaf system reduces to the minimum 
the bulk and weight of catalog material required 
by the salesman. Only matter actually required 
for selling purposes need be carried in the binder. 
It does away with the necessity of carrying 
entire catalogs, booklets and circulars of various 
sizes and shapes. 


Salesmen using the loose-leaf system have a 
great advantage over men not using this equip- 
ment—to say nothing of the added convenience, 
time and labor-saving features. 


With a modernly equipped loose-leaf binder, 
the salesman can present his products in a more 
comprehensive manner than it is possible to 
accomplish by the old methods. Having all his 
material up to date in compact form and easily 
available, he can show latest specifications, 
answer questions or quote prices more readily. 


Especially designed for the standardized catalog page 
adopted by the plumbing and heating industries 


Prices on quantities on application. 


To unlock Binder—Pull out slide 
bar in top wing. Top cover will 
immediately fall back. 











To lock Binder—bring top wing 
back over the posts—be sure posts 
fit in the holes in the top wing—then 
push in slide bar. 


Separate the sheets where desired 
and slip sheets off the posts. Take 
out sheets or put in new ones as 
desired. These three moves take but 
a few seconds. Each operation is a 
natural one. 
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To increase or to decrease the capacity 
of the binder is a simple operation. 
The two posts are so constructed that / / 
they can be easily raised or lowered // f 
to meet the oy requirements, [- 


~_ 
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== 
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Binder posts can extended from 
114 inches to 2% inches. 


Many master plumbers and steamfitters assem- 
ble working catalogs from standardized catalog 
sheets filed in binders. 


Domestic Engineering is in position to furnish 
without charge, upon request, loose sheets— 
which are reprints from catalog pages appearing 
in “Domestic Engineering Catalog’’—of several 
hundred manufacturers. They are standard 
catalog page size—1054x8)4 inches—are printed 
on a good grade of light paper and punched 
according to the standard adopted by the plumb- 
ing and heating industries. These sheets fit the 
SPEEDLOK binder. 


When orders for binders are accompanied by 
requests for catalog reprints the binders will 
be equipped with the sheets desired and shipped 
complete. 


Write for full details regarding loose sheets 
and binders. 


Domestic Engineering Company 


1900 Prairie Avenue 





(Catalog Dept.) 


Chicago, Illinois 


ie, SORRY 
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THE CELEBRATED SKIP TOOTH DIE 


(Genuine Nye) 


REG. U. S. PAT. OFFICE 





NYE 


Thin Blade 
Cutter Wheels 
Knurled 


or 


Smooth Edge 


Made to Fit 
All 
Standard Makes 
of 
Pipe Cutters 





Knurled Edg 
———_, 





Smooth Edge 


Nye cutter wheels are made 
from the highest grade tool 
steel, and are hardened and 
tempered in oil. Blades 
about sth of an inch thick 
and straight from hub to 
cutting edge. Cut with one- 
third the time and power 
required by old type wheels 
And also they are— 


ABSOLUTELY 
GUARANTEED 


A Letter from 
Harry G. Nye 


June 1, 1929. 





To the Plumbers and Steamfitters of the 
o. 2 &. 


Five million more automobiles will be manufactured this 
year, and I am wondering where we are going to put 'em. I 
wouldn't worry about the other 4,999,999 if I knew where a 
fellow was going to put even one. 


When a man takes his car out now on a nice day he meets 
everything but his payments. Half the people in the world 
seem to be going the same place he is, and the other half 
where he came from. 


It takes 35 minutes to pass a given hotdog stand. The 
world seems to be going to two funerals, and if you get out of 
one you meet the other, and sometimes a darned sight sooner 
than you expected. 


But always up ahead of you in your own line is some 
patriot who says, "They shall not pass!" Money is no object 
to some men who buy a car, and time to a lot of others. 


And, when you get where you're going, where are you going 
to go after you get there? You can't park in front of a fire— 
plug, because other people have all the fireplugs already. 


There is one thing certain: A man looking for a place to 
park certainly does see the city. If a man finds a parking 
place in less than 40 minutes they arrest him for speeding. 


A visitor in Chicago got into a traffic lane, and it was 
three days before he got out. He ran out of gas, of course, 
but the taxicabs bumped him the rest of the way. 


It is too bad that parking hasn't been made as easy as 
plumbing and steamfitting. Nye Tools have made them so easy 
that a plumber or steamfitter has no troubles whatever except 
his car. 


You never get into a jam with Nye Tools. No matter how 
much there is to do, or how soon, they work’so fast that you 
do it easy, and do it on time—and that means at a profit. 


Yours for speed, df gf My€. 


Copyright 1929 by Harry G. Nye 
All rights reserved. 
OTHERWISE KNOWN AS 


THE NYE TOOL & MACHINE WORKS 


MANUFACTURERS OF HIGH GRADE TOOLS 
4120-30 Fullerton Avenue Chicago, Illinois 





“THE CELEBRATED SKIP TOOTH DIE 


(Genuine Nye) 
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The Right Truck Body for 


Your Business must qualify 
Five Different Ways: 


It must have an appearance sufficiently It must be specially adapted to the 
high-grade to be entrusted with your peculiar requirements of your own 
Cm oome business — carrying the maximum load 
quickly and economically. 
It must be constructed sufficiently well It must be backed up and guaranteed 
to meet the most strenuous service byamakerwhose reputation for honest 
and to protect your investment. building is known the nation over. 


It must be priced to define its true value—not so high as 
to hint at exploitation, not so low as to suggest inferiority. 


Measure any Hercules Better Business Body by this five-fold 

standard—Appearance, Construction, Adaptability, Reputa- 

tion, Price. It will check one hundred per cent—exactly the right 
truck body for your business! 


, 
(- 
4 





Hercules No. 1928 Imperial De Luxe Panel Body for Chevrolet Utility 14/-Ton Truck 


HERCULES PRODUCTS, INC., EVANSVILLE, IND., U. S. A. 
HERCULES PRODUCTS, LTD., EAST WINDSOR, ONTARIO, CANADA 


Distributors Everywhere 


HERCULES 


THE WORLD’S LARGEST BUILDER OF BETTER BUSINESS BODIES 
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“They fight 
HIGH COSTS | 


IGHTING high costs—that’s the 
only trick Square “Gees” will play. 


Square “Gees” are a safeguard 
against delay and trouble. They 
fight time, too. 


Of course, you could take a chance 
and use any old fittings on the job 
and get away without a bad break 
maybe. But when you can have 
Square “Gees” by: simply asking for 
them —why take a chance? 


The cream ofraw materials—a husky, 


rugged beading — skillful workman- 





ship — scientific heat treatment — 
deep, clean threads — reamed and re- 
cessed for easier connections —29 
years of experience. 


An unbeatable combination! 


On your next job and all future jobs 


play safe by using Square “Gees.” 





THE GRABLER MANUFACTURING CO. 
and its subsidiary GRABLER-REPUBLIC, Ine. 
4900 EUCLID BUILDING - CLEVELAND, OHIO 


Your Fitting Problem L} E 
is Solved When You 5 C) 
Say Square “Gees.” p » 


“GEE” 
Fittings 


DRAINAGE, BRASS 





MALLEAGLE, CAST IRON 
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When Whole- 
salers of Pipe 


acquire new ware- 
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accommodate increased 
stocks of COP-R-LOY 
Pipe, it shows that 
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Introduce 
The Charmer— ’ 


. 


ANKE 
oy JAQKY 


In Your 
Home Town 


BRBEBOBSEESEE SES 
BEE BEEBRBEBERERESBEEE 


[JF you are anxious to be the most 

popular steamfitter in town, give the 
public what it wants. That’s just good 
business. 


Whether it’s a girl or a_ boiler, most 
ee a ee people are influenced by looks. ‘This 


yourself in this open-sided Burnham. Burnham has the looks. 
And you can’t help noticing all the : . ’ 
rounded inside surfaces and three way fire Its warm heart confirms the impression. 


travel. You know a boiler like that just TT .— , P ( oo 

espe gpg Soop Phen when you add thrift, you have 
three strings to your bow, when you make 
a bid for boiler business. 


Looks. Fuel Thrift. Heat Contentments. 


Get the facts hot off the griddle, and go to 
it promptly. 


See ee ee ee eee 


BEeEBEBEBEREBEEEBREEREBEEEE SS 


IRVINGTON, N. Y. 


Representatives in all principal cities of the United States and Canada 


SBBeEeSaeeaeaBaeaEeEHE BaBESBEAaRE SBS SB 
BESBBEBHs 
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ou should weld pipe! 


XY-ACETYLENE welding is the only process that pro- 
duces a pipe joint that is permanently strong, tight and 
dependable. 

Tight at the time of installation, the welded joint will 

remain tight. No repairs or worry during the guarantee period 

—or later. 

According to experienced contractors there is more 
profit in welded installations. 

Cost of welding equipment is low—the best outfit you 
can buy sells for less than half the cost of a pipe thread- 
ing outfit. 

Good welders are available; or better still your own 
steamfitters or pipe fitters can be trained to make good 
welds. 

Dependable assistance in the use of oxwelding is 
available through Linde Process Service. 


Send for a copy of our new 
book ‘‘Welded 


Piping.” a, 
















LINDE OXYGEN 


7 


Qmel{ 


Welding and Cutting 
Apparatus and 
Supplies 








Prest:O Lite 
Dissolved 
Acetylene 





The Linde Air Products Co.; Oxweld Acety- 
lene Co.; The Prest-O-Lite Co., Inc.; Union 


Carbide SalesCo. . . . . . . Units of 
UNION CARBIDE AND CARBON 
CORPORATION 
General Offices UCC Sales Offices 2 wee, 
30 East 42nd Street In principal cities : st és | 
New York, N. Y. of the country <a nae cc ted 
64 Linde Plants —45 Prest-O-Lite Plants—154 Oxygen Warehouse Stocks 138 Acetylene Warehouse Stocks—38 Apparatus Warehouse Stocks— 


235 Carbide Warehouse Stocks 








The most suitable 
steel for the purpose 
that it is possible to 
produce is used in 
oe Bethlehem 
woes ipe. The name 
BETHLEHEM” is 
marked at intervals on 
every length — assur- 
— that Bethlehem 
non embodies the same 
igh quality found in 
other Bethlehem 


Products. 
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Another manufacturer might build a mill as fine and as 


well equipped as the mill in which Bethlehem Steel Pipe is 
manufactured. He might place +1 charge of it men as 
capable and experienced as the men who 


Bethlehem mill. He might make his pipe 

tiously, test it as critically, as Bethlehem Steel 
and tested. He might even use 
to the steel that goes into the 
And even then it is 


operate the 
as conscien- 
Pipe is made 
steel comparable in quality 
making of Bethlehem Pipe- 
extremely unlikely that his product 
would be as good as Bethlehem Pipe- 


Every product reflects its backgro 


und. Bethlehem Steel Pipe 
-s the product 0 


f an organization that has bee 
quality steel and steel products for well over half a century- 
To that background of long experience is due 
appreciable extent the fine quality of Bethle 
uniformity; its softness and ductility, 
‘tis cut and threaded, the sharp, 


n making 


to a very 
hem Pipe—its 
the ease with which 
clean threads. 

The high quality of Bethlehem Pipe cannot be surpassed. 
What jobbers and users think of Bethlehem Pipe is indi- 
cated by the large and steadily increasing shipments that 


are daily leaving the Bethlehem Pipe Mill. 


BETHL EHEM STEEL 
General Offices: 


COM PANY 
Bethlehem, Pa 


on Philadelphia, Baltimor 
’ r 


Cincinnati, 


e, Washington, Atlanta, Pittsburgh, 
Cleveland, Detroit, Chicago, Louis, San Francisco, Los Angeles, 
Seattle, Portland, and 


Hondlulu. 
Bethlehem Steel Export Corporation, 25 Broadway, New York City 
Sole Exporter of our Commere ial Products 





ETHLEHEM 


STEEL PIPE 









ti GER 
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Oe em 
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S. S. Fretz, Jr., & Co. 
Thos. Devlin Mfg. Co. 


Owned by &. &. Fretz, Jr., G& Co. 
22nd St. and Sedgley Ave. 
Philadelphia 
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HERES TRE THING’ 








The End To Bath 


Room Annoyance 


Hundreds of dollars are often 
spent in installing a bath room 
of colorful, beautiful fixtures and 
equipment, all wonderfully pleas- 
ing to the eye but quite often, 
these bathrooms are not so | 
pleasing to the ear. Y 


A leaky, noisy ball cock will Le ole 
destroy your customer's admira- ¥, 


tion of all your other work in a be, 
very short time. You can put an i 
end to this bath room annoyance 


by installing Sherwood Ball 
Cocks—they cannot leak. 





They close against any city 
water pressure, without whist- 
ling or gurgling. Shanks of vari- 
ous lengths and sizes furnished, 
if desired. 


From your jobber. 


SHERWOOD BRASS WORKS 


Detroit, Michigan 


Kepresentatives: J. A. Riordan Co., Inc., 1600 E. 7th 
St., Los Angeles; 303 Colman Bldg., Seattle. E. 8S 
thompson, 2401 Chestnut St., Philadelphia. Fred G 
lloffmman, 831 Edgewood Ave., Trenton, N. J. Fred 
5. Wilsey, Plymouth Bldg., Minneapolis 
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Everybody switched 
to BALLOONS 
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THE NEW SMITH NO. 16 


Sales Offices and Warehouses: 


NEW YORK 
10 E. 41st St. 


PHILADELPHIA 
49th St. and Grays 
Ave. 


WESTFIELD, 


1108S Webster Ave., 
5. i. 











r, 





— ¥ 
— eae — 
“y % 
J . 
~ Oe Ss 














DADA 


heating contractor was try- 
ing to explain to a prospect 
the advantages of extra large 
Fire Surface in the New Smith No. 
16. For a long time he couldn't 
make him understand. Then he hit 


on this idea. “Listen,” he said, 
“It’s like a balloon tire. You know 
why everybody switched to_ bal- 


loons.” 


The extra large size of balloon tires 
results in greater riding comfort at 
less cost. This is due to the fact that 
extra large size permits low air 
Ordinary inequalities in 
the road are easily absorbed with- 
out straining the tire or jolting the 
passengers, while plenty of reserve 


pressure. 


resiliency is always ready to absorb 
unusually bad places in the road. 


In the same way extra large Fire 
Surface in Smith Boilers results in 
vreater heating comfort at less cost. 
\ll the heat needed is easily ab- 
sorbed in ordinary cold weather 
without wasting any up the chim- 

S ney or letting the house get cold, 
MASS. while plenty of reserve capacity is 


BOSTON 
640 Main St.. 
Cambridge 


CLEVELAND 





always ready to absorb the extra 
heat needed in unusually cold 
weather. 


Other Points of New Smith 
No. 16 


The New Smith No. 16 is a small, rec- 
tangular, tubular boiler, setting a new 
standard of efliciency in combustion and 
heat absorption. 


Generous fuel capacity in a firepot lined 
with fire brick insures long firing periods 
even in coldest weather and ability to 
keep a low fire in moderate weather with- 
out going out. Extra space above fuel 
bed gives gases plenty of time to burn, and 
auxiliary air supply insures complete 
combustion. 


Fire brick lining keeps fire burning over 
100°; of grate area. Radiant heat effect 
of fire brick is most advantageous for oil 
or gas burner. The neatest ash pit for oil 
or gas installation ever devised. 


Write for full details. Address H. B. 
Smith Co., Dept. A-61, Westfield, Mass. 


THE H:B-SMITH 


BOILERS & RADIATORS 


lised in fine homes and hutldings since 1860 


The H. B. Smith Boilers for steam, hot water and 
vapor healing; radiators; and hot water supp! 
boilers; for every type and size of private hom: 
office building, factory and public building. 
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Ff Unite? States 
Fnameled All Over Closet Tanks 












































Tnite? States Perfection Tanks are made 
with concealed wall hangers — Tank 
does not rest on the bowl. 

In COLOR, if you prefer or (/SA/VAX 
Acid-Resisting. Enamel. 





nite? States Sanitary NYG. Co 


Pittsburgh, Pennsylvania 


PHILADELPHIA NEW YORK 
BOSTON KANSAS CITY, MO. CHICAGO 


N.A.M.P. — BUFFALO — JUNE 24-28 — BOOTH 24, SEC. “‘C”’ 
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Our Contribution 


to the art of Heating & Ventilation 



































Si YEARS AGO when the Herman Nelson light weight, compact, indestruct- 
ible radiator was placed on the market, it was immediately accepted as the greatest 
advance in the art of Heating and Ventilation in a generation. It has made possible 
heating and ventilation dependability and performance hitherto unattainable. 

The Herman Nelson Wedge Core Radiator is an exclusive feature ofall Herman Nel- 
son Heating and Ventilating Products and accounts for their unequaled performance. 
HEATING * 


VENTILATING * COOLING « DRYING «© CONDENSING 





for the ventila- 
tion of schools, 
hospitals, offices 
and other build- 
ings presenting 
an acute venti- 


lating problem. 





HERMAN 


NELSON 
Invisible 
RADIATOR 


... Supersedes all 
previous radiators, 
radiator cabinets 
or enclosures. 
Occupies no 
room space and 
makes possible any desired deco- 
fative scheme or furniture arrange- 
ment. Indestructible in service. 








THE HERMAN NELSON 


hijet 


MARK 


HEA rER 


It operates at 
steam pressures 
from 1 to 150 Ibs., 
and offers the bet- 
ter and more 
economical way , 7 
of diffusing heat in Factories, Rail- 
road Shops, Roundhouses, Mills, 
Warehouses, Garages, Gymnasiums 
and Industrial Buildings. 








Herman Nelson 
Radiator Sections 
for Blast Heating and Cooling 


Indestructible. 
Operating at any 
steam pressure 
from 1to 150|bs., 
non-corrosive and 
leak-proof. 

May be arranged in banks to solve 
any special problem of heating or 
cooling. 

















* e ° 
THE HERMAN NELSON CORPORATION <« Moline, Illinois 
Builders of Successful Heating and Ventilating Equipment for over 20 Years 
Sales and Service 
BELFAST, ME. UTICA SCRANTON SAGINAW CINCINNATI DES MOINES 8T. LOUIS DALLAS DENVER SEATTLE 
BOSTON BUFFALO PITTSBURGH DETROIT TOLEDO MILWAUKEE BIRMINGHAM OMAHA SALT LAKE CITY SAN FRANCISC: 
PROVIDENCE PHILADELPHIA CHARLOTTE, N.C. CLEVELAND INDIANAPOLIS GREEN BAY ATLANTA EMPORIA SPOKANE VANCOUVER 


NEW YORE CITY WASHINGTON, D, C, GRAND RAPIDS COLUMBUS CHICAGO MINNEAPOLIS MEMPHIS 


KANSAS CITY PORTLAND 


TORONTO 
WINNIPEG, MAN 
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In the Years toCome 


KYLINES are constantly changing . 

today’s landmarks give way to tomorrow’s 
creations. Architects and engineers while 
striving and planning for greater triumphs 
are specifying newer, better materials .. . 
quality is improved—service is broadened 
beauty is enhanced. The ultimate goal is 
yet unknown. But this much is certain: the 
name of the pipe that will appear on specifica- 
tions in the years to come will be that pipe 
that has constantly improved and kept pace 
with building progress. 

















The Scale Free Process, applied to butt-weld 
sizes '% to 3-inch, is an example of improving 
pipe service .. . it represents the most 
advanced thought in pipe manufacture 

it contributes most to economy by minimizing 
corrosion. This means longer life and better 
service. This process was invented and 
developed by National Tube Company and 
has contributed in making “NATIONAL” 


America’s Standard Wrought Pipe 


a — ) Frick Building, Pittsburgh, Pa. 
— @ —— Subsidiary of United States Steel Corporation 


> 


NATIONAL PIPE 


























































26 


DOMESTIC ENGINEERING June 1, 1929 
























AUTOMATIC 
PRESSURE 
REGULATOR 









-_—_—_ 
WELDED STEEL 
CUSHIONING 
CHAMBER 
AND TANK 


V BELT 


RELIEF VALVB 
“YH. P 


REPULSION 
INDUCTION 


CONNECTION MOTOR 


TO 
HOUSE PIPING & 


i ty f Om 


PRIMING CHAMBER 


oe aie: ee. 
oo 


LIST PRICE 
The “Fresh Water” Junior 


OLUME of sales from dealers continue without a 

let-up. And, since the Goulds Fresh Water Junior 
entered the field, dealers have been ‘“‘cashing in’’ on the 
increasing demand. 







For some time Goulds had prepared for this day. The 
Fresh Water Junior was designed and built to measure 
up to the highest standards in quality, workmanship and 
economy of operation.. The Fresh Water Junior was 
popular from the start. 


But above all, in the Fresh Water Junior, dealers are 
given a real opportunity to make more profit. Stock up on 
them. You’ll find them readily marketable. 


GOULDS PUMPS 


Seneca Falls, W.Y. 





Citizens & Southern Bank Bldg., Atlanta, Ga. 16 Murray St., New York, N. Y. 
BRANCH 194 Congress St., Boston, Mass. 111 North Third St., Philadelphia, Pa. 
OFFICES: = 12-14 South Clinton St., Chicago, III. 636 Henry W. Oliver Bldg., Pittsburgh, Pa 
1902 Second National Bank Bldg., Houston, Tex. 705 Kennedy Bidg., Tulsa, Okla. 
Union Trust Bldg., Cleveland, Ohio 
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What Does One Leak Cost? 


Your customers depend upon you for a 
good plumbing job. They ask your advice, 
but sometimes they ask you to meet com- 
petition by installing low-cost plumbing 
fixtures. Yet this is only competition in 
price—not in value. 


It is this competition that is responsible for 
defective plumbing installations, for you 
can’t do a good job with only skill—you 
must have the right fixtures. One leak and 


AYA NENCE 





there is dissatisfaction. How much time 
does the plumber lose, and does he lose 
anything else? 

Avoid the trouble and the loss that come 
with ordinary fixtures. Save your time and 
your profit by using Hays Fixtures. They 
cost far less than the kind that soon need 
repair or replacing. Hays Fixtures, through 
long and efficient performance, make a 
plumbing job that is always favorably 
remembered .. and recommended. 


HAYS MANUFACTURING COMPANY, ERIE, PA. 


May. 





(J 
HAYS job 


O 
is a credit L sees 





Complete Line Service Brass Goods—Tapping Machines—Service Boxes 





28 DOMESTIC ENGINEERING June 1, 1929 


REMODELLING 
WITH CLOW— 
MEANS A 
SATISFACTORY 
JOB AND 
IMMEDIATE 
SERVICE FROM 
THE HUGE 
CLOW STOCK 


With Clow fixtures sanitation can be assured 
for the next quarter century and longer. 


Remodelling with Clow gives the added ad- 
vantage of freedom from waits for fixtures 
. - . for the Clow stock is complete and 
immense. 





Right now there are many schools where 
remodelling is being considered. A word of 
advice on good plumbing may mean some 
profitable jobs for all summer. 


Clow Wall Hung Fountain Clow-Madden Automatics are built to guard 


health for a quarter century, and longer. 
‘Automatic...they can never stand unflushed. 


Clow fountains are built extra heavy. The 
wall type is supported on extra heavy hangers. 
A special cleansing film always keeps the 
fountain free from dust and germs. 


Clow Urinals are built full height, and in 
one piece. They mean cleaner, more health- 
ful toilet rooms. 


And remember this: Clow fixtures have been 
assembled and tested before they arrive on 
the job. They can be installed without a hitch. 


JAMES B. CLOW & SONS 


201-209 N. Talman Avenue, CHICAGO 
Sales offices in principal cities 


Vill py ’ 
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PREFERRED FOR EXACTING PLUMBING SINCE 1878 
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\ \ yh b b : d d , WEBSTER BOILER RETURN TRAP 
en you Te U ing Made in five sizes for jobs up to 16,000 
sq. ft. Easily installed. Interior mecha- 


: ; ism suspended by two cap screw: 
on jobs like theses | 222728 ee mee 


nism turns about monel metal shaft. 


HEATING Contractors who are doing preferred Float has no exposed seams. Provision 
oe k aS aloe t Webster T for silencing includes stainless steel 

ON ESS Hanae S SPCRaes CHES CO Ge oe OTe cantilever leaf spring in smaller sizes 
‘“R” Systems of Steam Heating into the finer types and dash pot in larger sizes. All metal 


valves with loose connections prevent 
jamming and leakage. Dirt strainer on 
steam line from boiler protects the 
mechanism. 


of residences and other buildings. 


Experience has convinced them that the Webster 
Type “R” System, because of safety, economy.and 
downright satisfaction of owners, writes a fine 
testimonial for future business. The safe and 
sound principle of gravity operation with posi- 
tive equalization of pressure plus the dependable 
performance of Webster equipment make the 
Type “R” System unusually free from trouble and 
complaints. 


Before preparing your next bid get in touch with O "i Stea m Heating 


the nearest Webster Branch Office. You will find | | 
a practical heating man who will assist you in More than 31,000 installations 
developing this preferred business. in America’s finer buildings 


WARREN WEBSTER & COMPANY, Camden, New Jersey. Rg 
Please mail Bulletin B-6oo, describing the Webster Type ““R”’ System of Steam Heating to 











- since 1888 
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AY good-bye to Reading 5-Point Pipe when it is in- 
stalled — you'll probably never see it again during your 
life or the life of the building! 





Once in, Reading 5-Point Pipe is in to stay. This pipe is made 
of Genuine Puddled Wrought Iron, and Genuine Puddled 
Wrought lron has proved, time after time, that it will last for 
generations! Filaments of rust-defying silicious slag are distrib- 
uted uniformly throughout the structure of the metal by the 
puddling process. And Reading 5-Point Pipe makes leak-proof 
joints because it threads so sharply and easily. 





At a moderate price, Reading 5-Point Pipe gives proved pro- 
tection. The name “Reading” is your guarantee. 





READING IRON COMPANY, Reading, Pennsylvania 


Atlanta - Baltimore - Cleveland - New York - Philadelphia - Boston 
Cincinnati - St.Louis - Chicago - NewOrleans - Buffalo 
Houston - Tulsa - Seattle - SanFrancisco - Detroit 
Pittsburgh - Ft. Worth - Los Angeles - Kansas City 


= POINT) PIPE £ 
4 READING /; 


je 
we 
- 


), GENUINE PUDDLED & 





peor 


© j|.=\WROUCHT 
ee) 
WA. THREADS EASY. 4) 
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AA Automatic 
wp Storage Heater 


5 Sa es ee is 


Peek ge wun & 
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Of such significant sales importance to every wide awake 
plumbing firm in the country that none can overlook the great 
opportunity it offers. 





Far ahead of its field in features in selling possibilities in 
supremely reliable service. Typically Hotstream! 


An achievement on which time, money and skill have been 
lavished generously. A Heater that can and will enrich the cash 
register of any plumber identifying himself with it. 





Available with or without water spreader. Likewise, with 
Slotted Burner and Snap Action Thermostat, or if preferred, with 
Barber Burner and either Snap Action or Throttling Type Ther- 
mostat. (Where Snap Action Thermostat is used, heater equip- 
ment includes Independent Pilot) Safety Pilot may be had on 
any model at small cost; or change-over may be made 


later by owner. 
New Hotstream 


Heaviest tank made—10 gauge copper bearing steel catalog just off 
with bottom 14 inch thick. Outside drum of 22 gauge ‘te Press. 
Toncan Steel. Pipe and fittings are brass. Oversize Write for it 
door for easy accessibility. Drain cock, thermostat, NJ () Ww ! 
door, all fittings, conveniently placed in front per- 
mitting corner or narrow space installation. Insulation 
of extra thick rock wool. 9-inch legs for under tank cleanliness. 

Finest quality, precision, skill right down to the tiniest detail. 





THE HOTSTREAM HEATER COMPANY 
Beautiful contrast- 


| | “Makers of Heaters that Heat”’ 
ing-color lacquer finish 


conveys the unusual Cleveland, Ohio 


character that is in- 
built. Size 20. 30 and 
40 gallons. 
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Every home builder and home owner prefers a 
copper water heater. High price has been the only 
sales resistance. Now you can profit on the desire 
for copper with the DAHLQUIST 
Copper Storage Water Heater that lists at only 


S110 for the 20-gallon size. 


an Anaconda 


The Dahlquist is a self-contained hot water 


unit of advanced design and utmost efficiency. 


DAHLOUIST SALES CORPORATION, 


» 


bi 


Your customers will enjoy a lifetime of trouble- 


free, inexpensive service. And its heavy gauge 
Anaconda Copper tank is a feature that means 


instant sales. 


The Dahlquist is priced correspondingly low in 
all other sizes. Our liberal trade discounts make 
this a real opportunity for big profits. Write or 


wire for full information. 


SPRING STREET, NEW YORK CITY 


DAHLQUIST 


ANACONDA 


WATER 


HEATER 
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TRIMO CUTTERS 
SAUNDERS TYPE 
TRIMO TYPE 


Pipe Cutters, Pipe Vises, Pipe Cutter Wheels, 
all made by the makers of Trimo wrenches— 
all bearing the famous Trimo trade mark —all 
guaranteeing the same reliable Trimo quality. 


By standardizing on Trimo equipment you 
assure yourself of uniform high quality all 
along the line. 





TRIMO CUTTER WHEELS 


for all types of cutters The increasing number of 100% Trimo cus- 
.————rr tomers is pretty good evidence that it pays 
to standardize on Trimo Tools. 








TRIMO 
PIPE 
VISES 







AND the IMPROVED and MIGHTIER TRIMO PIPE WRENCH 
All of them TRIMO QUALITY Guaranteed by 
TRIMONT MANUFACTURING CO., INC. 


Roxbury (Boston), Mass. 
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‘FLOOD OF HEAT— instaatl 
it~when you want it—over 











ire hoor 
hae heat: 
Another andit’s off. The operation o\Motkine Onijt 
Heaters is as simple as the use of a pockewflasPkght. 


Pur = 





area or patt of it. A turn of a switch—yd 









Modine Unit Heatets are suspended from the steam 
line. From a height of‘from 10 to 14 feet they di 
tribute the heat down andykeep it down. They fur- 
nish healthful, comfortable heat — no cold spots — 
no overheating ... They cost less to buy and less 
to operate. Let us send you complete facts today. 


MODINE MANUFACTURING CQMPANY 
1703 Racine St. (Heating D ivision) Ricine, Wis. 


Branch Offices in all Large Cities \. 
London Office: — S. G. Leach & Co., Ltd., 26-30 Artillery Lane 









MODINE UNIT HEATER 
Model No. 701— weighs only 13 
pounds, replaces approximately 
two and one half tons of ca 


iron radiation 





Unt HEATER 


FOR STEAM, VAPOR, VACUUM, HOT WATER HEATING SYSTEMS 
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Extra 


Cost of © 
=> 4 os 


>40 


GO Extra Life of 
Whole System Insured 
By Using BYERS PIPE 


HE Plumbing Contractor is 

often called on, not only for 
specified material and labor, but 
for advice on what to use. 


It is poor economy to install 
short-lived pipe just because it 
costs a little less. On large proj- 
ects, engineers advise theirclients 
of this; and the Plumbing Con- 
tractor is on safe ground if he 
gives like advice to his customers. 


*¥ & & HF F 


For an added five per cent, when 
you install a plumbing or heating 
system, you can have it made up 
of genuine wrought iron, insur- 
ing from two to three times 
longer service. 


“Insurance” is a word of too 
limited meaning, indeed, to 





DOMESTIC ENGINEERING 


cover the facts of this case. For 
when you buy most forms of in- 
surance, you obtain protection 
against a mere risk or possibility 
which might never affect you at 
all. When you buy more durable, 
more dependable pipe, you ob- 
tain protection against an injury 
that will surely occur in the 
absence of such protection. 


Pipes in a plumbing or heat- 
ing system do fail, of course. 
Where wrought iron is used, the 
average life.of the system, as 
compared with cheaper pipe, is 
more than doubled. 

*# & & & 
These are the facts that you do 
well to make plain in bidding 
for any job. 


If you must bid on cheap pipe, 


BYERS PIP 


GENUINE WROUGHT IRON 


is small extra 
amount will 


Insure 


the life of the 


Plumbing and 
Heating System 


_~ Because it will give a 
pipe material of superior 
rust-resisting qualities ~ 


for fear of competition, bid on 
genuine wrought iron also. Use 
the plan of Alternate Bids. Your 
conscience will be clear then, 
customers will appreciate your 
recommendation; and you will 
find in most cases they will act 
upon it. 
+ &£ tet & F® 


Labels for Alternate Bids 


A supply of Alternate Bid labels will be fur- 
nished to any Plumbing Contractor on request. 
Simply paste one on any piping bid, to indicate 
the small extra cost if Byers is used. You'll be 
surprised at the welcome this receives. 


A. M. BYERS COMPANY 
Established 1864 Pittsburgh, Pa. 


‘Distributors in all Jobbing Centers 


ay 
% 


Nits 
Spiral 
Stripe 


rotects you against 
mistakes and substitution 








1 ‘as iong as we 
 pouse itself — Il A.M. Byers Co., Dept. D-11, Pittsburg, Pa- 
A mae ieee: 41 Without cost tome, pleasesendme...... Name 


Byers Alternate Bid Labels for use on 





all piping estimates. Also your free 4 44,.¢. 
’ 


book, * e Installation Cost of Pipe.’ 
ee ae 
(pl 


*veeeeveeeeeeor fiew State 





umber or heating contractor) nies 
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Every “FROST” ‘Trap is virtually a custom-made product. “ANACONDA” 
Brass Pipe of correct gauge is selected for its particular need, then shaped 


on modern machinery by expert workmen, beautifully finished in 
nickel or chromium plate. Each Trap rigidly inspected and care- 
fully packed in an orange colored box sealed by a black band. 


Made in all sizes and styles. Standard stock—I17 and 20 


gauge, cast nuts, die-cut threads, sawtooth canopy flanges. 


A Complete Line 
“FROST” products include a complete line of plumbers’ Tu- 
bular Brass Goods. Cast Brass, Bent Tube, and Anti-syphon 
Lavatory and Sink Traps, Bath and Lavatory Supplies, 
Tank Trimmings, Sink and Laundry Tray Connections, 
Slip Joint Nuts, Vent Tees, ete. All of dependable qual- 
ity backed by a quarter century of “knowing how.” 


Your Jobber stocks “FROST” products 


FROST CO. 


KENOSHA WISCONSIN 


(ete ARR A NRE CEM eneNeRE NNR: SCN CASA IEEEISLS MAAN ALE LL ATCT TOITEDN 
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IT WILL Cost You |IT’5 AN OUTRAGE 


$55.0 YOU ONLY CHARGED 
BROWN # 35.00 




















Plumbers’ and Steamfitters’ 


Price Guide 


How true is this “Story of A Bid.”’ 
Hundreds of Contractors have no doubt 
run up against this same thing and 
wondered what they could do about it. 
The thing to do is, GET YOUR COPY 
OF THE PRICE GUIDE TODAY! 
Put an end to ‘“‘gamble”’ and poor esti- 
mates. The PRICE GUIDE contains all 
the data you need arranged simply and 
understandably. The cross-index system 








BUT THIS MAN USES 

'THE B.&S. PRICE GUID 
sane PRICE O.) 
$45.00 —~— 
45.00 J 






is so simple a child could use it. It will 
enable you to give ONE price—the right 
one and it will make for you and save 
for you hundreds and hundreds of dollars. 


Investigate the PRICE GUIDE now. Mail 
the coupon and let us tell you all about it. 


BAREHAM & SAUNDERS 
366 E. Main Street Rochester, New York 





SEND THIS COUPON TODAY 





BAREHAM & SAUNDERS, 366 E. Main St., Rochester, N. Y. 


Gentlemen: Please send me full details about the Plumbers’ 
and Steamfitters’ Price Guide and how it will help my business. 











BOTH SATISFIED ~ 





D.E.6-1-29. 
Name...... 
Meet us at Booth 24, Aisle D, 
9 Add eg a 
N. A. M. P. CONVENTION ane 
at Buffalo in June AT ey ae er State 
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Catalog Sheets for 


Below is a list of manufacturers whose loose catalog sheets will be furnished by 
‘Domestic Engineering,’’ upon request, to Plumbing and Heating Contractors who 
are equipping loose-leaf binders. 


These sheets are reprints of catalog pages appearing in ‘‘Domestic Engineering 
Catalog Directory.’’ They conform to the standards adopted by the plumbing and 
heating industries, as to page size, punching and weight of stock. ‘‘Domestic Engineer- 
ing’’ also handles the Speedlok binder which is especially designed to hold standardized 
sheets. The price of the binder is $3.00. 


If you are assembling a working catalog from standardized catalog sheets, write 
Domestic Engineering Co., 1900 Prairie Avenue, Chicago, on your letterhead, giving 
the names of concerns listed below whose lines you are interested in, and we shall be 
glad to send you the sheets without charge. Further information about loose sheets or 


binders furnished upon request. 








i i ae ae tt a oe SUE Port Goamer, 7 Be Consolidated Ashcroft Hancock Co., Inc............. New York City 
Absolute Con-Tac-Tor Corp.. ood Elkhart, Ind. (Division of Manning, Maxwell & oe Inc. ) 
Acme Asbestos Covering & Flooring ¢ Co.. kien .Chicago, Il. Eh EE ALT ea New York City 
noua — ig 9 —— Mfg. Co.. (4a-e0ne CCL Baledmore, Ma gee S Saee —- — yess ewes nsec cassiet es theese n, a 
cme Refining Co., Dittiddirient wee dd visbewtbeaawe eveland, io rampton-Farley Brass Co....................005- ansas City, Mo. 
Alamo Engine Co........... Se stene eaekers ae Hillsdale, Mich. i dS Os oni bees whee ae Oe Pittsburgh, Pa. 
ETE eee Lee De New York City i eS ne indi kaon wade Che Sheboygan, Wis. 
a T _ Co. ona TT aeubaduelenoubctatpeeteahiheteas: A ~*~ — — — oy mee Ss i Met ac ude wens ot chek we chee ee ms ay 
EE en ee nes rie, Pa. rown Die te, antes a6 oh 604 hb 04-8 0 ee ee icago 
i es i ‘Waterbury, Conn. an oon ng 6k 0 4-6 0:8 s 60a OE Medford. ass. 
Fw ten — poae © Oe re nog Chicage nL Curtis & Curtis Co., een ra Bridgeport, Conn. 
ES LE ATT RE a EE cago, 
i rere w York City Dahlquist Mfg. Co.. South Boston. Mass. 
American Steam Pump Co.. iotescune .Battle yey Mich. Dail Sool ie Lansing, Mich 
eck nee oboe ee'we oes Chicago, Ill. ou anhinaatne'a aie B rooklyn N. Y. 
i a i ow aa alee ni TR el _Bridg rt, Conn. Dart Mfg DE oe ncaa ee ae Providence R 1. 
Artisan Metal Products Co.. rerey oe .Charlestown, Mass. <r ee es a ee ee ee a 
A S K i a gs CE Oe es One Irvington, N. 
Po wey + arog! i cng rayne. ve kosher gyoss eee — Mo. ES ETT: New York City 
Atlantic Tubias Ge... weensentas yeenaonanve tenes * ‘geentiienes. ft. L Tied EE ee ke eae eae ne Cee Brooklyn, N. Y. 
EELS ES Ee Decatur, IIl. 
Atlas Brass Foundry Co. en . Coeaee, Ohio Dececo Co.. The Boston. Mass. 
Automatic Gas Steam Radiator Co.. tenes ..Pittsburgh, Pa. NI TEM nn. von cuuevecvcoccccves ’ ‘Wilmington, Del. 
Ie as ew cal Boston, Mass. 
EE EE Boston, Mass. Detroit poe ec Mp bbaud 64scueeesedtneedeces eka Detroit, Mich. 
Sallantine. B. D pececccececececececs +6 cits Ga ie nn a no 6 halk o0.6-0 6:004.0000-6 ou ee Reading, Pa. 
anaes Hy Corp... eedts ceetueeeeewnen ony a Dixie Flashing ON re ne wee. am, —- 
arnes Tool Co tidinnvacheeaseetecaeweeneel ew Haven, nn. ole Valve ompany caked ee na 66h bee eds Ree Ce icago, 
ee re so awison eeweceees whee Boston, Mass. is ee nian so 5 6h SES 6 4 Ue O NCC SS USES COSA Fe. wy Mass. 
why pecialty ¢ Se eee y TD ane oee-gy oe J. Duro Wood te ace Se ee ree re ae Capac, Mich. 
ea ain g. Lo. : ios ridgeport, Conn. 
Beardsley & Wolcott Mfg. Co., The _...Waterbury, Conn. Eagle-Picher Lead Co., The Cincinnati, Ohio 
(Successors to Berbecker & Rowland ‘Mfg. ¢ Co.) Eastern Foundry Co. . The Sink \nitarcliplaated alias lads ba dnt est Boyertown 
Beaton & Cadwell Mfg. Co., The.. .New Britain, Conn. Ebinger Sanitary Mfg. Co. <8 Ria tel iaiineeea ule, Columbus are 
Beaton & Corbin Mfg. Co., leh aaaahaaatag aes Southington, Conn. Economy Heater Co....................+.. see eee, Chicago Ill 
Beilman Water Heater Co., Inc., The................. Buffalo, N. Y. ee ee ee : atte 
, ’ Economy Pumping Machinery oe ee Chicago, Il. 
woes = oe ial ees bam Sine e eee a ee eee: Bi roy a ites etn leaguer Ford City, Pa. 
eneke Mfg. Co... ...........2-esescecseccceceeceecens cago en ecvivubueuuhenbrna Chicago, III. 
Blawell x: ’ oe 8 eee ee ee eee <kisdoon N y exhart as deem ee seminoel Elkhart, Ind. 
Bite Seal Chemical Go.0000000000000000000200020001 oucite N97 Su Seay 
Boosey Mfg. Co., Norman...............-.-+0205005: Detroit, Mich. Enterprise Brass Works....................ccecees Muskegon, Mich. 
RT Te re ne eer ey ee Warren, Ohio Erie Tool Works, The. . eh es nea he Erie, Pa. 
Boyle & Ce i cccnne ass vette seen sees ..- Springfield, 401 EE BEES OE South Boston, Mass. 
oye Oo Inc., ©. A... 22000: Fete eee Chicago, Ever-Ready Gas Heater Valve Co..................... Detroit, Mich. 
BruneviesRrocechell Covi tote e ee eees > ba edna eh- debbie eter eeenee Buffalo, N. Y. 
runswic roesche m any.. 0 kos VouuSe6eehen eee cago 
Buckeye Pump & Mfg. C =p Pare st =v eyeenaeehares iidicantieek Ohio ee ee ed os wh epee atan eb Gece eee Exeter, N. H. 
ne a RN... ee +2 N. 4 Feirbanks Engineering Co...............0...e0e00 Worcester, Mass. 
(Formerly Trenjer Specialty Co.) Ferguson & Lange Foundry Co...................... ire ae Chicago, Il. 
ee kane wenden ee e.eiee Reel Irvington, N. Y. Fischer Spring Co., Chas... . Leceeeeccesecers cog MOonnyn, N. ¥ 
ae =e. Ai a tn 100: atte a ean Conky bd ins Ce wee —— a cl oe EE REN A ee, Se. 
utler, Of ee er ee orain, O j — PSOPETICE STOVE WOe. cece creer cece nse eereeesssersvees ’ ~t 
Te a ag sree hat 6 oe bso he 4406p ee see Hickory, N. C. 
EFT O ORO ETS Gowanda, N. Y. . . ™ 
Capitol Brass ee Detroit, Mich. ade ees boas s BAER ‘ New York City 
Carty & Moore Engineering Co., Inc................-. Detroit, Mich. SAE eT I OE Dickson City, Pa 
Case & Son Mf Mfg. Co. W | Ee Buffalo, N. Y. ns ences en bbs soe 5006 406 e ORES South Boston, Mass. 
weed uewenénenncuweusadieoeenull Celina, Ohio Gerstein & yy Caries ig BU a talat a a a is « ‘pinks tele dele South Boston, Mass. 
Central ae re eee Ce Aes New York City ye og LS, Of See ee Rochester, N. Y. 
Central Radiator Co.. piri bebe ae _.New York City Globe Brass Mtg. = Oe a Cleveland, Ohio 
nent te “ye I ne tain wale < ot dees apeia edn t ae gueret —— Grobler Min Gon: Cee ewer ees e ee eaes . Seneca Falls, AE 
Chase Brass Co The paige a diainiiteg ak: = Waterbury. Conn. pene See nei ad a ee “Grand Haven, Mich. 
ee yracuse, N. Y. EPeeee cree cee eceerecerens a 
EEE TEES TE Chicago, Ill. Grinnell Co., . peremrmnnenneee: = =— 
one Seen oe Shaft Cox» ( _envenged a ae py ay - c Phils D Oni 
cago Granitine RS errs cago, : aas Co., Pitted a6 6unend 6404 <%éh wee see ee ¥en Lae ayton, o 
Chicago a ng. ne sewnun eal Racine, Wis. ESTES Se a Se ene ae Philadelphia. Pa. 
Chicago Pump Co.. Sorcerer TT rete. Chicago, Ill. SEUGOED GEUEUEE CORED, ESRC... ccc cccccsevcscveceveses Hamburg, Pa. 
Nee ek eee New York City seemeon Deotihers Scale Co..........ccccccccccccccesves: Chicago, III. 
Cleveland Brass Mfg. Co., The.. ewer eeEs .. Cleveland, Ohio Ee re Erie, Pa. 
arene oaeer “+. De Te ..- Cleveland, — tree Awe a J Foundry Co., Peter.. eeu eeaes «rr a 
I EE ET TS cKeesport, Pa. ealy-Ru EE ee ee t. Paul, nn. 
I a ee Philadelphia, Pa. i ee ee ae nee 6086 bORD Grand Haven, Mich. 
Commonwealt?is Brees Corp... .....0.cccccccccccccccs lo * Mich. ia i on ak ee eee hehe bs ewig b 60% We Newark, N. J. 
Compound Injector & Seosialty Co.. Ke endewe ..Chicago, Il. ee ee owe ce a calc New York City 
LT EE mT Latrobe, Pa. ee a in on be os bd bn hb mnind oa -Philadelphie. Pa. 
Connors Paint Mfg. Co., Wm., The...............cce00. Troy, N. Y. i i nc ccen ceded ne eenaenee Sans .Newark, N. J. 
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— ee ieteeeeeeeeeettenereeeee Patchogu Guak Stove Mfg. C Settee ee eee eens Persian Urs. 
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; aS boston, | Randoly r Specialty Co. Disses: Philadelphia, Pa. 
—— - Steeeeeeececeeeereceseeeneecees Cc et Md. i cainieaten owes Co. ‘Th eb aed eee Serial Willi , 
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Kellogg Mfg. ' , Sgiieeeeeepsrsesete adelphia, Pa. Reinhardt Mfg. Co., Edwi pepuatacrensaeesgoeetnares New York City 
Kemp Mfg. Co Mee icee ine voseceees NO Perry, N ¥. Richards Corp Wiaipte. rete ceea nese renee ga Reading, Pa. 
Kennedy a re » Ge 4 nc. 7 ; eee Se ee ee : 7 tt "td perme ac le ings Cow... eee eee eee, Cincinn Erie, Pa. 
oe Mfg. Co eT Mingasiee “ Philadelphi N.Y. Rivers Tool Co... is Mig! Go iga ese oem Rv 
Kewanee Boiler Corp.. G. pape scceseesees a * rhein Baltimore, Md Riverside Boiler Works haaserres +s wmiepeonsee nEROR ES Pittsburgh, 5 
K ra ny ee lm ; . obb nor & gautetest tne seas, mo d . 
paeene Brace Worker co en eo Rockford Foundry & Galvanizing Co. 0000" a Elyria dhic 4 
oe dey ma oo Kewen N.Y. Rock Isl Brass Works Misevceees a ate sera "Ma <a . 
Kei a CO. eee ee eeeeeeereeeee renee ces Tee E ee, Ill. Royal ae Mfg. BERG. e sen evveesssseweseeess ‘4 eemenee. Mich. 
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1 SIX-CYLINDER 
PERFORMANCE 


Powered by a rugged six- 
cylinder valve-in-head en- 
gine—Chevrolet trucks 
provide remarkable 
smoothness, flexibility and 
acceleration—even when 
hauling a capacitv load. 


y) AMPLE 
CAPACITY 


A longer, stronger, heavier 
frame makes possible the 
mounting of any bodytype, 
with loading space up to9 
feet in length and a gross 
load limit of 7000 Ibs. 


OUTSTANDING 
ECONOMY 


Improved carburetion and 
a new high-compression, 
non-detonating cylinder 
head provide gasoline econ- 
omy which is actually as 
great as that of a four-cylin- 
der truck. 


DAY-AFTER-DAY 
DEPENDABILITY 


Numerous notable mechan- 
ical advancements, com- 
bined with extraordinary 
staunchness of construc- 
tion, make the new Chev- 
rolet six-cylinder trucks 
unusually dependable. 


5 SMART 
APPEARANCE 


A wide array of body types 
not only meets every haul- 
age and delivery require- 
ment—but provides un- 
usually smart appearance 
and the utmost conven- 
ience. 
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Plumbers know 


—that the swift pace of today’s traffic 
conditions demands the increased power, 
speed, flexibility and acceleration of a six- 
cylinder engine. And because the new 
Chevrolet trucks provide this six-cylinder 
performance with the economy of the 
four, their popularity is growing by leaps 
and bounds in every section of the 
country. 


Visit your Chevrolet dealer today and see 
how completely the new Chevrolet trucks 
meet the requirements of your business. 
In performance, in convenience and in 
handling ease—they will prove a reve- 
lation. And they are as economical, both 
to own and to operate, as any truck you 
could buy. 


CHEVROLET MOTOR COMPANY, DETROIT, MICH. 
Division of General Motors Corporation 


Six Cylinder Trucks 


B08 een 400 Chauie.- 5.45 Chasis with cab 650 


All prices f. o. b. factory, Flint, Michigan 


-A SIX IN THE PRICE RANGE OF THE FOUR 
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UNDREDS right in your territory were out of commission 

or not functioning properly, and those home owners 
naturally consider damper regulators as ‘‘just worthless get 
ups that never last long.’’ They don’t know the blessings you 
could have brought them if you had installed the proper Sylphon 
Damper Regulator on each Steam or Hot Water Heating 
System. 






saztes 





Those profits are not lost if you 
determine now to check up on your 
neighborhood. Remember that every 
Sylphon Damper Regulator provides 
smooth, positive and everlasting serv- 
ice, because of its rugged, scientific 
construction, and its unequaled motor 
element, the original and only genuine 


DAMPER slement, the org 
It’s up to you. Sylphon Damper 
REG | A ORS Regulators will satisfy each customer, 
make you more friends and bigger 


profits and if you write us we will 








Must be the best to be chosen as factory equip- supply many free helps and sugges- 
ment by 34 of the nation’s leading boiler makers. tions that will help to make your 
For positive action, sensitiveness and long campaign a success. Hundreds of 
dependable service they are supreme. others have done it,-—-of course you 
There is a Sylphon Damper Regulator for every can, but do it now, while the people 
Steam, Hot Water or Vapor Heating System. remember the hardships of last winter. 


No. 22 


For Steam Heating System W rite for Bullet in D D R-8 
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Representatives in all Principal Cities in U. S. A. -- European Representatives, Crosby Valve and Engineering Company, Ltd 
41-2 Foley St., London, W. 1. England Canadian Representatives, Darling Bros., Ltd., 140 Prince St., Montreal, Que., Canada 
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Sloshing planks bal- 
anced on bricks or beams 


‘ -pathways to furnaces. 








coal bins and stairs 
damp. musty cellars 
chills, 


sneezes and sickness 


discomfort. 





all so easily, so per- 
manently and sO eCco- 
nomically banished when 
a New Model Climax 


Cellar Drainer yoes in. 











These are the reasons 
for the instant popu- 
larity of the new Cli- 
max Drainer. 


O ADJUSTMENTS 
ECESSARY/ 


~ the new model CLIMAX Cllar Drainer/ 


Compactly designed to fit an ordinary 


me re 


Simple in Construction 
Easy to Install 
Compactly Designed 
No Adjustments 
Efficient Operation 


No frantic calls for quick service— 


no endless tinkering for, proper adjust- 12-inch terra cotta pipe—surprisingly 


Most Economical! 


ments—the cellar is permanently easy to install—most efficient in 


clean and dry when a New Model 


Climax goes in. Whatever the water 


operation — plumbers are recom- 
mending the New Model Climax to 


householders everywhere, for depend- 


pressure——high or low—one drainer 
point gives permanent, dependable, 
satisfactory service. Install a Climax 
Automatic Cellar Drainer and you 


may safely forget it. 


able service, durability and welcome 
economy. 

Find out about this fast-selling item 
today. Get your share of the generous 
profit margin offered to the trade. 


Manufactured by the makers of the nationally 
known Climax Test Plugs for high or low pressure 
water, gas or steam lines and all types of pipe. 


THE C.M. 7 eMF irc. Co. 


MANUFACTURERS ANDO PATENTEES 


405-415 E OLIVER ST. 


BALTIMORE, Mb.U.S.A. 


Atlanta, Georgia—J. M. Butts & Co., 733 Healy Building 
Philadelphia, Pa.—Derbyshire, Mack & Morgan, Inc. 
Delaware Ave., and South Street 
Vew York City. NW Y.—Bookhout and Law, Inc., 331 Madison Avenue 
Boston, Mass.—G. B. Philhower, Jr., 132 Stuart St. 
(lerncland, Ohio—John W. Stiles & Son, 700 Prospect-Fourth Building 
Chicago, 1U.—Oscar C. Anderson, 1146 W. Lake St. 

St. Louis, Mo.—W. F. Harper, 3733 Lindell Bivd. 

San Francisco, Caltf—Wm. P. Horn Co., 58 Federal Street 
Los Angeles, Caltlf.—Wm. P. Horn Co., 509 Wilcox Bidg. 
Seaitle, Wash.—Wm. P. Horn Co., L. C. Smith Building 
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THE 
KNOWLTON 
BOILER 


Knowlton ‘“Watertoob” Boilers 
develop their extremely high heating 
efhciency—and economy, principally 
because of the great area of the Toncan 


Iron Tubes which is DIRECTLY 
exposed to the fire. 








Careful consideration of this point 
as well as many other Knowlton 
Features, will be well worth your 

effort in ultimate customer satisfaction. oe siehiamel 


= SRS | 
LON for the higher class instal- 
f AN hs + 


lations where appearances 


A pi ~“ 
¢ ’ fo q 5 INC se considered. 


BAG? READING, PENNSYLVANIA 
\¥4 GaN x 23 208 N. Clinton St., Chicago 50 Church St., New York 
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~ Toledo Chic 


“TOLEDO” 
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First Quarter Breeds Optimism 


It has been interesting to read the monthly news 
letter published by the Guaranty Trust Company of 
New York, in which it reviews the general business 
situation at the end of the first quarter of this year 
Such banking letters are always most conservative, 
and, while this one does not overstep that tradition, 
a tone of optimism has been allowed to show 
through its restrained phrases in a degree unusual 
for such a document. “Seldom, if ever,” 
“has the business situation in the United States pre- 

sented a more complete picture of 
Widespread prosperity than it does today. The 
Prosperity production and distribution of com- 

modities are at record levels; the 
earning position of most of the large corporations 
is very favorable; optimism is general among all 
classes of the population.” Even the slight falling 
off in construction volume is not regarded as more 
than a temporary situation: “Construction has so 
often recovered sharply after having been appar- 
definite decline that con- 


it says, 


ently on the verge of 
servative observers will hesitate to predict that the 
downward movement of the last few months marks 
the beginning of a prolonged period of reduced 
activity.” 

The important point is that general conditions of 
prosperity continue, at new high levels. As long 
as this is true, no one industry need be unduly wor- 
ried over temporary fluctuations. With general 
prosperity continuing, with wage levels high and 
employment conditions favorable, corrective meas- 
ures for the individual industry will be found in 
more intensified ef- 
ficiency in management. 


merchandising and increased 

When optimism shines out so clearly from the 
lace of the banker, committed to conservatism by 
his calling, the rest of us can well afford to bask in 
the sunshine of his smile. 


The Chain Store Again 


In studying the chain store movement in the 
United States, some of the more or less indirect 
issues have appeared interesting to us. We com- 
mented a few weeks back on the fact that the chain 


Plumbing &-Heating Contracting and Merchandising 
OBSERVATIONS ~~! 
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store groups do not apparently desire to come into 
competition with any industry which shows a high 
of efficiency in management and merchan- 
In the words of one of its exponents, these 
“will limit the expansion of the 


degree 
dising. 
are factors which 
chain store idea.” 
of whole- 


pomts out 


A news item concerning the meeting 


sale grocers, held recently in Chicago, 
another significant effect of the chain store 
“The the interest of 
and the 

item, “has been the marked fea- Wholesaler 
ture of the independently owned Co-operation 
chain and much of the support 
for the idea has come from the 


saw their business fading away as the chains grew 


move- 
integration of whole- 


read 


ment. 


salers retailers,’ 


wholesalers, who 


larger.” 

The independently owned chain refers to the co- 
operative buying of numbers of wholesalers and re- 
tailers in the grocery and drug field. Thus some 
advantages may flow from this rapidly developing 
idea in the field of distribution. In the fields men- 
tioned it has brought about a more friendly rela- 
tionship between the wholesaler and the retailer. 
For once circumstances have forced upon these 
business men appreciation of the fact that the in- 
terests of the wholesaler and retailer are identical 
dealings, and mere 


every-day not a 


the lips of after-dinner 


in practical, 


on speakers at 


pleasantry 
conventions. 

If, in 
should be 


this friendliness 


the 


our field, oreater 
fostered between 
the 


would 


own 
wholesale and re- 
would a double 
that 


which 


tail branches, industry enjoy 
advantage. It in 


tO 


present efficienc y 


management and merchandising seems 
discourage the chain, and it would avoid that period 


should 


buying 


of adjustment which would be necessary 
there ever be need to set up co-operative 


machinery. 


What About the Dealer’ 


the 
speakers 


()1] 
that 


sales appropriations 


At the recent convention of American 
Association one the 


cent of advertising and 


Burner of said 


75 per 


should be the re- 


spent on consumer advertising, 


mainder to be used for salesmen’s commissions, 
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house organs, conventions and commissions to the 
trade. 

Inasmuch as this recommendation seems to be 
fairly close to the actual practice of the oil burner 
manufacturer in the past, we wonder if it does not 
explain some of the difficulties which the oil burner 
industry has experienced. 

Every young advertising man learns of the fa- 
mous failure of “Force,” a breakfast food which, 
through its consumer advertising, won national 
recognition almost over night; and through its fail- 
ure to win the same dealer distribution became one 


of advertising’s lost causes, 


There can be no doubt of the fact that the proper 


man to install the oil burner is the heating contrac- 
tor. One Ohio city has gone through years of dis- 

couraging effort on the part of heating 
A Weak contractors to push the oil burner, be- 
Spot cause sales and installations were made 
through other channels. The experience 
of the public was unfortunate and the oil burner 
industry suffered because equipment had been put 
into existing heating plants with no study of their 
capacity to furnish satisfactory service with any 
type of fuel. 

That industry which fails to expend as much et- 
fort on the dealer as it does on the consumer is 
doomed to face difficulties. One of America’s fore- 
most advertising authorities states the principle 
that until the same degree of dealer acceptance, as 
compared with consumer acceptance, is secured, 
the merchandising program is bound to limp. 

lt is true that there has been an increase in do- 
mestic oil heating units of something like 375,000 
since 1921, but those conversant with conditions in 
the industry know that it does not represent the 
limit of growth in that period. Conditions as found 
in the Ohio city referred to above were duplicated 
everywhere to some extent so that there was a drag 
on the industry. 

The margin of 25 per cent mentioned by the 
speaker is to take care of four items, two of which, 
the house organ and commissions to the trade, may 
he considered as directly affecting dealer accept- 
ance. In other words, only 12% per cent of the 
advertising appropriation is to be set aside for 
dealer promotion. 

[t is not, in our view, sufficient. It explains, too, 
why the heating fraternity as a whole has not 
swung in behind the oil burner as it might have 
been expected to—to the great benefit of the oil 
burner industry. 


| 5 Te 
Our Garden’s Pretty Nice 
There are two extremes to which human nature 
is prone to go. On the one hand, we may consider 


all that we call ours as without equal in the world; 
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on the other hand, we may have a tendency to 
underestimate those things. The great thing here, 
as everywhere, is to choose the middle path. 

As a corrective for undue pessimism we recom- 
mend an occasional glance at neighboring gardens. 
Over the hedge it may be true that they look better 
than our own, but closer examination 
may show that the grass is brown here A Closer 
and there, that the big cabbages have Look 
some worm-eaten leaves. Then, per- 
haps, we shall turn to our own garden to discover 
that it isn’t as bad as we thought it was. 

The retail field generally knows a great many 
evils which ours doves not have to face. Once a 
bathroom or a boiler has been installed you don’t 
find twenty-eight per cent of them returned for 
credit, as in one industry, or eighteen per cent in 
another, or twelve per cent in another, or the aver- 
age of eleven per cent for the general department 
store. We may have difficulties in collecting—but 
so do these other folks in the retail field, and in 
addition their returned for credit accounts run to 
the percentages noted. 


OBSERVATIONS 
by Our Readers 


Editor, Domestic ENGINEERING :—Here is a new 
idea in profiteering for master plumbers, which will no 
doubt be of interest to some of your readers: 


Master Plumber to Customer: Your job will cost you 
300. 

Customer: Too much money; I will pay you $400. 
M. P.: Business is dull, I will accept your proposition. 
Customer: I will give you the job. 

M. P.: How will I get my money? 

Customer: Cash when completing the job. 

M. P.: Your job is completed according to specifica- 
tion, and I have called for a settlement on the job. 


F 


Customer: I can’t pay you for four months, | cant 
vet the loan. 

M. P., calling second time: I have called for my 
money, 

Customer: I can't pay you, the loan company can't 
make such a large loan. 

M. P.: I will have to sue you. 

Customer: All right, sue. 

M. P. takes case into court. 

Customer goes into bankruptcy. 

M. P. (After case went through court and the case 
was settled, master plumber meets customer): You did 
me a dirty trick. 

Customer: I don’t understand, why? 

M. P.: I lost $400 when you went into bankruptcy. 

Customer: I saved you from losing $100. 

M. P.: I don’t understand, how? 

Customer: You wanted $500 for the job, I jewed you 
down $100, so I saved you from losing $100. 

Springfield, Il. L. M. Butcher. 





“The Use of Gas 


Jor Residence 


EATING the _ home 
with gas is by no 
means an innovation; 

it is as old as the gas industry 
itself, but its popularity and 
the number of heating jobs in- 
stalled throughout the natural 
gas districts has increased 
enormously in the last two or 
three years. This situation has 
been brought about by the fol- 
lowing principal factors: The 
gas supply in most localities is 
now plentiful, and the facilities 
for delivering ample amounts 
of gas for all purposes are more 


~ Heatin _ 


The consumer is subject lo certain definite 
psychological reactions, a thorough wunder- 
standing of which are vital to successful gas 
heating installations. 

One is a result of the method of paying for 
gas, which is different than for any other fuel. 
Gas is paid for after it is used each month, 
whereas with other fuels he has made an 
original investment in the summer or fall 
and forgets about it until the fuel is used up. 
This circumstance confuses the customer and 
makes it difficult to compare costs until the 
end of the heating season, and the psycho- 
logical effect of receiving a fuel bill each 
month invariably causes the customer to 
believe that his gas costs are far in excess of 
his former fuel costs. 

This is not always the case, but has been 
found to be true in the majority, creating a 
general belief that gas heat belongs to the 
luxury class. 

It is almost certain, then, that the prospec- 
tive gas heating customer will ask, *‘How 
much will it cost me to heat my house with 
gas?”’ This question, at the present time, 
requires a dollars and cents answer unless 
gas is undisputably cheap as compared with 





The general opinion among 
leading gas company heating 
engineers up to two or three 
years ago was that conversions 
as a rule result in poor opera- 
tion and high gas bills, and 
that it was strongly advisable 
to discourage such _installa- 
tions. 

In the past two or three 
years, gas company heating 
engineers have been more in- 
clined to carefully investigate 
and make actual tests upon 
conversions, in particular coal- 
fired residence heating equip- 





dependable; gas rates are gen- competing fuels. 








erally low enough to be com- 
petitive with other fuels; gas 
burning equipment has been improved and so de- 
signed to operate efficiently in practically all types of 
domestic heating plants; most gas companies have 
reversed their ideas that the effect of the house heat- 
ing load might be undesirable with respect to their 
existing distributing systems and are adopting 
progressive programs of encouragement toward this 
class of business. These factors remove gas heating 
from the luxury class and place it within reach of the 
average householder. . 

There are three problems that manifest themselves 
in any house heating program: Sales, Installation, 
and Service. The sales problem is partially solved 
when the prospective customer is convinced that he 
will have plenty of gas at all times and that his bills 
will not be out of reason compared with other fuels. 
The adequacy of the gas supply, of course, depends 
upon the existing condition in any particular local- 
ity. Gas bills, however, may be very accurately 
estimated for any particular heating plant in any 
locality. The basis of estimation will be treated later 
in this article. 

Service is minimized if the proper equipment is 
specified for the individual job and correctly in- 
stalled. 





* Many of the statements in this article are based on a 
paper delivered at the first annual conference on heating, 
ventilation and plumbing held at the University of Kansas, 
April 9, 10, and 11, by Geo. V. Glaskin, engineer for the 
Kansas City Gas Company of Kansas City, Missouri. 
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ment, and as a result, within 
| this small period, conversions 
have resulted in extensive 





house heating programs involving load building 
through such conversions. 

For instance, in the past two or three years, con 
version burners have been successfully installed in 
the following cities: Cleveland, Ohio, 5,000 semi- 
Sunsen jet type conversion burners; 5,000 of the 
same type in Buffalo, N. Y.; 3,000 of this type in 
Cincinnati, Ohio; 3,600 conversion burners of the 
radiant bed type have been installed in Denver, 
Colo.; 2,800 radiant bed type burners have been in- 
stalled in Kansas City, Mo., and Kansas City, Kans. 
All of these conversion burners are giving perfect 
satisfaction, operating economically and on a com- 
parative basis with other fuels. 

The coal designed boiler for solid fuel is built to 
utilize the radiant heat from a coal bed. Coal de 
signed equipment requires a strong draft, necessitat 
ing a short hot gas travel and, therefore, a high stack 
loss, 

The coal boiler requires an equal distribution of 
heat in the firebox for best results, making neces- 
sary different sizes and different shapes of burners 
for round and square boilers. The amount of sec- 
ondary air necessary to support combustion must 
also be properly regulated and distributed. These 
are the main problems of conversion installation, 
and in selecting gas burner equipment for various 
tvpes of boilers these requirements must be con- 
formed to as closely as possible if satisfactory results 
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are expected to be obtained in the conversion. 

Different modern types of burners satisfy these 
Some burner manufac- 
turers, realizing gas has very little effective radiant 
heat, have designed special burners on the scientific 
combustion principle of convected heat, including 
baffles to project the flame against the side walls of 
the firebox. Some burners depend entirely upon the 
scrubbing action of the gas flame, eliminating the 
necessity of radiant heat by blocking off the central 
portion of the firebox, and baffling the flame in such 
a manner as_ to 


conditions in various ways. 


June 1, 1929 


In the case of the radiant bed burner, the space 
between the outer circumference of the burner and 
the firepot must be cemented with fire clay, while 
in the case of semi-Bunsen jet burners baffles are 
provided in place of the fire clay setting, above and 
below the manifolds. The upper baffle blocking out 
the center portion of the furnace, throwing the heat 
to the side walls, the lower baffles extending to the 
side walls of the firebox to control the secondary 
air, otherwise the air will be drawn up the outside 
of the burner, not only cooling the walls of the fire- 

box, but preventing 





play directly upon 
the firebox wall, 
and others employ 
a combination of 
scrubbing action 
and radiant heat. 


Two Types of Con- 


version Burners foundation at the start. 


There are two 
main types of con- 
version burners; 
the semi - Bunsen 


main capacity is insufficient. 


“The success of any gas house heating program is doubly assured when th® 
proper relation exists between the heating trade and the local gas company: 
Without the co-operation of the gas company the heating trade can make little 
headway, and without the co-operation of the heating trade, the gas company 
is bound to lose many new customers who would be large consumers. 
interests of the two are different. The gas company is interested in building 
load; the heating trade in making a profit on the job. 

“For those contemplating house heating sales campaigns, it is well to know 
that more than one house heating program has come to grief for lack of proper 
The first step in building this foundation is the 
proper alignment of gas company and trade. 
protect the heating contractor against unfair competition; he is assured of his 
profit on the installation; and he is relieved of service calls. The gas company 
is protected against unsatisfactory operation due to installation of jobs where 


“Tt is necessary for heating contractor and gas company to pull together.”’ 


the flame from 
scrubbing. On the 
other hand, if the 
secondary air is 
forced up through 
the spokes of the 
burner, all parts in 
the burner get an 


The 


Such a co-operative policy will equal distribution 
of air. This princi- 
ple of secondary 


air for proper com- 
bustion is very im- 





jet type, and the 

radiant bed type. 
In general, conversion burner equipment should be 

selected with the following points in mind: 


1. Initial cost. 

2. Simplicity of design. 

3. Ease of installation. 

4. Efficiency. 

5. Service cost. 

6. Safety of pilot. 

7. Cleanliness of operation. 
8. TFool-proofness. 


9. Flexibility as to hourly gas demand. 

10. Psychological effect upon the customer. 

This last point is very important. When a cus- 
tomer is used to firing with coal he expects to see a 
radiant bed in his boiler. He must be taught that 
burner equipment using convected heat or a combi- 
nation of radiant and convected heat with gas as 
fuel replaces radiant heat with solid fuel. Gas heat 
is clean heat—if the firepot becomes sooted it is not 
clean heat. Therefore it is necessary to specify 
burner equipment which will apply the heat to de- 
velop a high efficiency with complete combustion 
without soot or carbon deposits. 


Importance of Proper Setting of Burner 

Most conversion burners are very easily installed 
but certain principles must be strictly adhered to if 
correct and efficient operation is to“be obtained. If 
the burner is placed too high, efficiency is lost be- 
cause the total heating surface of the boiler is not 
used. It is therefore very important to locate the 
burner properly in the firepot, to utilize all the heat- 
ing surface with gas as formerly used firing solid 
fuel. Some burners are placed on the floor of the 
ashpit. When this is the case the ashpit casting 
should always be insulated with fire brick or other 
heat-resisting material. 


portant, and it 
must be considered 
as there should be no cooling effect upon the side 
walls of the firebox. 

In installing radiant bed type burners the amount 
of refractory material placed on the burner is very 
important. If too much is laid on the burner it has 
a smothering effect and causes a downward deflec- 
tion of heat, which will overheat the ashpit. Too 
large an amount of this material will also absorb 
too much heat before it starts radiating properly, re- 
sulting in a waste of gas. If too little is installed the 
flame is not properly broken up and we get a high 
stack loss. Care must also be taken to leave ample 
combustion space between the refractory bed and 
the burner flame openings. 


Draft Conditions Factor in Determining Success 
or Failure 


Draft conditions and the setting of the dampers 
often determine the success or failure of conversion 
burner operation. It is absolutely necessary that 
a draft damper be installed in the smokepipe be- 
tween the check damper and the boiler to throttle 
the pull of air to the chimney. There should be suf- 
ficient pull on a flame of a lighted match held just 
outside the check damper opening to draw the flame 
into the smokepipe, slightly towards the chimney. 
If such is not the case, additional height must be 
added to the chimney to insure proper draft. Too 
strong a draft causes high gas bills; insufficient draft 
causes fumes, poor combustion, carbon monoxide, 
and also high bills. The amount varies for different 
fuels, but in the case of natural gas approximately 
ten parts of air to one part gas is required. In most 
burners some of this primary air is entrained through 
the air shutter in the mixing tube. The remainder 
must be supplied by the gas drawing secondary air 
through the ashpit opening and eventually to the 
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stack. The higher the hourly gas demand on the 
burner, the greater the requirement of secondary air. 
To regulate this, a butterfly draft door or adjustable 
shutter is usually placed in the ashpit opening. There 
are three adjustments, then, necessary to set the 
draft properly: the draft damper, check damper and 
secondary air butterfly draft door or air shutter. 
A slight indraft at the fire door peep hole, when door 
is closed, must be effected. This is tested by hold- 
ing a match flame or lighted candle in front of the 
small opening, and, if it is violently sucked in, the 
draft is too strong; if it is blown away from the 
opening, there is a pressure in the firebox and the 
draft must be increased. 

The dampers, once properly adjusted, should be 
wired or locked in place and the customer cautioned 
against tampering with them. It is therefore desir- 
able to set the dampers on a day of slight draft to 
insure the absence of fumes under all conditions. 
This means that on days of strong draft conditions 
the burner is not operating at maximum efficiency 
and the draft should be cut down. It is always bet- 
ter, however, to sacrifice a slight amount of effi- 
ciency in favor of absolute safety. Most modern 
burners are so designed and hooked up with the 
thermostat that when the burner shuts off the sec- 
ondary air opening is also closed, thereby blocking 
the entrance of cool air into the combustion cham- 
ber. This causes the firepot, radiator and castings 
to remain hot longer than they otherwise would. 


Cost Obstacles in Gas House Heating 


The greatest obstacles in the sale of gas for house 
heating in most localities are the first cost and the 
cost of operation. The first cost of the average gas- 
fired boiler for a six- or seven-room house is not high. 
There are usually not enough installations in any 
locality, or they have not been in long enough to 
have definitely shown the relative operating cost 
compared to other fuels. The method of paying for 
gas is different from that of any other fuel. Gas is 
paid for after it is used each month. This brings to 
the attention of the customer a fuel bill each month, 
whereas with other fuels he has made an original in- 
vestment in the summer or fall and forgets about it 
until the fuel is used up. This circumstance con- 
fuses the customer and makes it difficult to com- 
pare costs until the end of the heating season, and 
the psychological effect of receiving a fuel bill each 
month invariably causes the customer to believe 
his gas costs are far in excess of his former fuel 
costs. This is not always the case, but has been 
found to be true in many cases, creating a general 
belief that gas heat belongs to the so-called “luxury 
class.” 


It is almost certain, then, that the prospective gas 
heating customer will ask, “How much will it cost 
me to heat my house with gas?” This question will 
become less and less important as time goes on and 
more burners are installed, and gas heating becomes 
more popularized, but at the present time it requires 
a dollars-and-cents answer unless gas is indisputably 
cheap compared with competing fuels. 
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Basis of Estimating Costs 


There are three ways in which a customer may be 
advised as to his probable cost of heating with gas: 
(1) Probably the most accurate method is on the 
basis of the cubic feet of gas used per square foot of 
radiation, per degree day. (2) A comparison with 
the previous amount of fuel used, on the relative 
B.t.u. values and probable efficiencies. (3) Compart- 
son with installations in other homes of the same 
size, having the same type of heating system. 

In order to make an estimate of a house or build- 
ing on the gas per foot or radiation per degree day 
basis, it is necessary to first determine the total 
hourly B.t.u. loss of the house at 70 degrees tem- 
perature difference (zero outside, 70 degrees inside). 
This is done by making a survey of the building for 
square feet of exposed wall, glass and doors, cold 
ceiling and cubical contents and applying factors of 
the standard heating code for heat transfer through 
different materials of construction. From this in- 
formation it is an easy matter to determine the num- 
ber of square feet of radiation required to heat the 
building in the case of hot water or steam (square 
feet of steam radiation will give off 240 B.t.u. per 
hour and 1 square foot of hot water radiation will 
give off 150 B.t.u. per hour). 

Knowing the total hourly B.t.u. loss of the build- 
ing and the proper amount of radiation to supply this 
loss, and taking into consideration the fact that gas 
as a fuel is uniform and varies but little in B.t.u. 
content per cubic foot, it is possible to predict with 
accuracy the amount of gas required to supply the 
heat or B.t.u.s for any given amount of radiation: 

To obtain the season’s gas consumption in cubic feet 
for steam or vapor radiation multiply the square feet of 
steam or vapor radiation by cubic feet of gas per degree 
day, by season’s degree days in your city (see tables). 


TABLE 

Cubie feet of Cubie feet of 

If gas in your gas per If gas in your gas per 
city is: degree day is: city is: degree day is: 
C50 Betthvsckccwre oe Gh Fe. Te Bes cccoee « 15 cu. ft. 
oe 8 eer 230 cu. ft. 2 Fk ee 14 cu. ft. 
8. 22 cu. ft. gf Sk 33 60oew. ft. 
ae .203 cu. ft. 900 B.t.u........ 125 cu. ft. 
ft fk 19 cu. ft. SEO Bates ccccsue 12 cu. ft. 
8 Se 178 cu. ft lo 2 tk ee 113 cu. ft. 
. 2 > re .16 cu. ft. bo 8 88 .104 cu. ft. 


Example of Problem—Assume: Steam or vapor installa- 
tion, heating a home having 625 sq.ft. of actual radiation 
in Cleveland, Ohio, where season’s degree days are 6,096 
using 1100 B.t.u. natural gas. 

To obtain the season’s gas consumption in cubic feet, 
multiply 625 by .104, taken from table for 1100 B.t.u. 
gas, by 6096 = 396,240 cu. ft. of gas per season. 

To obtain the season’s gas consumption in cubic feet 
for hot water radiation, multiply the square feet of hot 
water radiation by cubic feet of gas per degree day (see 
table) by season’s degree days in your city (see table). 


TABLE 

Cubic feet of Cubic feet of 

If gas in your gas per If gas in your gas per 
city is: degree day is: city is: degree day is: 
OSS eee ae 15 cu. ft. 2 i & ee .09 eu. ft. 
es «6 see ee 4 13 cu. ft. ee) Ms We too s:< .085 cu. ft. 
i 8 Lf ere 129 cu. ft. ere .O8 cu, ft. 
TF ee 12 cu. ft. SOO Bee Ei ccocess .076 cu. ft. 
- 3 ee 11 cu. ft. kt 2 ae .073 cu. ft. 
. § Sf eer .104 cu. ft. 8S .O7 cu. ft. 
io kk Perea .099 cu. ft. te 8s aes .061 cu. ft. 


Example of Problem—Assume: Hot water installation, 
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heating a home having 1000 sq. ft. of actual radiation in 
Cleveland, Ohio, where degree days are 6096 
using 1100 B.t.u. natural gas. 

To obtain the season’s gas consumption in cubic feet. 
multiply 1000 by .061, taken from table for 1100 B.t.u. 
gas, by 6096 = 371,856 cu. ft. of gas per season. 


season’s 


Following are the degree-days representing the 
relative heating loads of various cities: 


Degree-days Degree-days 


or for 

City heating season City heating season 
Albuquerque, N. M..... 1401 Los Angeles, Cal....... 1517 
Amarillo, Tex.......... 4655 Ee aeee, aie <oesiven 1366 
a 5 4410 Milwaukee, Wisc. ..... 1366 
Co 2880 Minneapolis, Minn. .... 7953 
Baltimore, Md. ....... 4591 Muskegon, Mich. ...... 6922 
Rirmingham, Ala. .... 2527 Nashville, Tenn. ....... 3550 
Bismarck, N. D........ 8498 New Haven, Conn...... §039 
tjoston, Mass. ......... 6055 ee Weis Be Bovvccsen 5303 
a 6750 Oklahoma City, Okla... 3827 
eee 8262 Omaha, Neb. .......e+: 6127 
Charleston, S. C....... 1770 Philadelphia, Pa. ...... 4950 
(harleston, W. Va..... 3789 Pecemoeurme, FR. cccvvve SP7i 
ey GE we kann ewe 6007 go Se) ee 7267 
Cincinnati, Ohio ...... 5302 Peteemi, GO. civccvess 4449 
Cleveland, Ohio ....... 6096 ew ec cena 5895 
oo) A. |) 2455 San Francisco, Calif... 3450 
Co A re 5RRO ek SA I la i ab we 4583 
Des Moines, Iowa.. 6464 Seattle, Wash. ........ 5156 
Pees Is. 06 keu wee §202 Shreveport, La. ....... 2097 
El Paso, Tex... kx aap Spokane, Wash. ....... 6085 
(;reat Falls, Mont..... 7222 Terre Haute, Ind...... 4920 
Jacksonville, Fla. 1080 ZOMOGRR, TBME. .icccccs 5282 
Kansas City, Mo....... 5302 oS Se 3497 
LT, BAW. ccccivcs 5250 Washington, D. C...... 4562 
Lameoim, Neb. ...cccccccs §231 fl Oe 4675 
Little tock, Ark. 2561 


It is recognized, however, that climatic differences 
in various sections of the country make it necessary 
to provide some means for adjustmg or interpolat- 
ing the fuel consumption. For this purpose, the 
unit, degree day has been devised. This is the prod- 
uct of the number of days in the heating season or 
any given interval by the difference between the 
temperature for the interval and 65 de- 
grees Fahr, For example, if the average temperature 
for January is 25 degrees Fahr., there would be 
40x31 or 1,240 degree days in the month. 

The reason that the monthly mean temperatures 
are given below 65 degrees is a matter that has been 


average 


determined by experiment and from data collected 
on many installations by the American Gas Associa- 
tion, which that when the 
monthly mean temperature is 65 degrees Fahr. we 
start to consume gas for heating purposes. Further- 
more, tests show that the gas consumption varies 
inversely with the temperature; in other words, on a 
day when the atmosphere is 20 degrees below 65 
degrees we will consume twice as much gas as on a 
day when the temperature is 10 degrees below 65. 

It may appear that 65 degrees is too low a value 
to use as the start of heating, but it must be remem- 
bered that a mean temperature of 65 degrees denotes 
a daytime temperature of 70 degrees or better. 

Because of the high efficiency and constancy with 


proved conclusively 


which gas appliances operate it is possible to de- 
velop unit figures giving the amount of gas required 
per degree day, and therefore the heating season for 
any given kind of a heating system. 

Some engineers use the following factors: For 
each square foot of calculated hot water radiation 
0755 cu. ft. of gas per degree day for a conversion 
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s 
installation and .07 cu. ft. of gas ner degree day for a 
gas-fired boiler. For each square foot of calculated 
steam radi, ton .123 cu. ft. -f gas per degree day for 
a conversion installation,-.113 cu. ft. of gas per degree 
day for a gas-fired boiler. 

As mentioned before, these ‘actors assume that 
the minimum outside temper.ture for which the 
heating system is designed will be zero and that a 
temperature of 70 degrees Fahr. is to be maintained 
indoors. ‘The factors are also based on thermostatic 
operation and assuming an average seasonal effi- 
ciency of 60 to 70 per cent for a conversion opera- 
tion and 65 to 75 per cent for a gas-fired unit. 


Estimate Based on Previous Requirements 


If the prospective customer has used coal or oil 
previously in the house in question, a fair idea of his 
probable gas consumption may be gained by com- 
parison. This method is only approximate, as the 
human element largely determines the degree of ef- 
ficiency obtained with manually-operated plants. 

The average domestic coal will contain about 12,- 
500 B.t.u.’s per pound and a gallon of oil about 130,- 
000 B.t.u.’s. Taking into account relative efficiencies 
it will take about 18,000 cu. ft. of 1,000 B.t.u. gas to 
do the work of one ton of coal and 110 cu. ft. of gas 
to equal one gallon of distillate. 

After installations have been made in all classes 
of buildings and heating plants, it is a simple mat- 
ter to sell a job by comparison with one which has 
been operating for a year or more in a similar plant 
in the same size building. Exterior and interior 
photographs of representative homes and _ heating 
installations will be found very useful. The monthly 
and yearly gas consumption may be listed in each 
case. This removes all technical discussion regard 
ing the estimate and gives a customer actual cost. 

The size burner for any particular boiler should 
be selected according to the maximum hourly de- 
mand necessary to heat the house in the coldest 
weather. The maximum hourly demand (for 1,000 
B.t.u. gas) may also be determined by the total 
hourly B.t.u. loss of the building and reduced to 
terms of radiation for steam and hot water jobs. 
The following factors will be found to be very close 
for the normal conversion job: 23 cu. ft. of gas per 
hour for each square foot of calculated hot water 
radiation; 45 cu. ft. of gas per hour for each square 
foot of calculated steam radiation. 

These consumption and demand factors, of course, 
apply to average conversions in the normal heating 
plant, assuming that the plant has been giving proper 
results, that the boiler is of adequate size and that 
there is sufficient radiation installed. Adverse con- 
ditions, deficiencies in the plant, insufficient radiation 
capacity will alter these factors, as such conditions 
will require forcing of the heating plant. 


Knowledge of Heating Principles Essential 


It is in this connection that a thorough knowledge 
of heating principles is very desirable in gas con- 
version work. 

The air ducts and all piping should be carefully 

(Continued on Page 119) 


























Investigation of Steam Radiators 


with Enclosures and Shields 


By A. C. Willard, A. P. Kratz, M. K. Fahnestock and S. Konzo, 
all of the University of Illinots 


Part 2 


HE condensate weighing system, and 

the method of regulating the pressure 

of the steam in the radiators or heat- 
ing units in the test rooms, is similar to that 
used in the tests published in Engineering 
xperiment Station Bulletin 169. As shown 
in Fig. 2, the piping, separator, receiver, 
weighing tank and scales are placed in the 
basement of the laboratory directly beneath 
the test rooms. Each test room 1s piped 
separately and is fully equipped to be 
operated independently of the other one. 
Separators are used to remove all entrained 
moisture from the steam, and mercury 
manometers are used to indicate the steam 
pressure. The temperature of the steam is 
observed by means of thermocouples just 
before it enters the radiator. Glass sections, 
| 5/16-inch inside diameter, are installed in 
the 11-inch vertical risers to the lower tap- 
pings of the radiators. The condensate leaves the 
radiators through these same connections, and is col- 
lected in receivers having gage columns. The weigh- 
ing tanks are connected through water seals to the 
receivers, and the minimum subdivision of the scales 
used for weighing the condensate is 0.01 Ib. The 
separators, receivers and piping are all heavily 
lagged, and the glass sections in the vertical risers 











Fig. 8, 


The thermocouple switchboard with a present capacity for 122 
thermocouples 
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Fig. 9. Unenclosed radiator 
are enclosed in triangular glass observation boxes 
for protection and prevention of heat loss. 

Fach radiator is equipped with a '%-inch pipe 
leading from the tapping for the lower air vent on 
the last section to the lower floor of the laboratory, where 
the amount of venting is controlled by means of hand 
operated gate valves. 

Description of Unenclosed Radiators. ‘The unen- 
closed radiators used: for the tests included 
in this paper were 6-section, 26-inch, 5- 
tube, cast iron radiators having rated areas 
of 21 sq. ft. The surfaces were brushed 
and painted (not dipped) with two coats of 
flat black paint. Fig. 9 shows one of these 
radiators located under the curtained win- 
dow with a space of 2% inches between the 
back of the radiator and the plaster surface 
of the exposed walls. 

Descriptions of Enclosures. Figs. 10 to 
13 show the enclosures, covers and shields 
tested. In all tables, and in the text, each 
piece of apparatus tested, whether it is an 
ordinary enclosure or a cloth shield, is des- 
ignated as an enclosure. In order to differ- 
entiate between them and to simplify the 
presentation and discussion of results, each 
enclosure is numbered as shown in the 
figures. 

Enclosure No. 1, shown in Fig. 12, is a 
common commercial type of metal shield. 

Enclosures Nos. 3, 10 and 11, shown in 








52 DOMESTIC ENGINEERING 


Figs. 10 and 11, are commercial metal enclosures of 
different types. It should be noted, that the clear- 
ance between the top of the radiator and the bottom 
of the humidifying pan is practically the same in each 
case. The inside widths and lengths of these various 
enclosures, vary a small amount. 

Enclosure No. 4, shown in Fig. 13, is a crash cloth 
cover fitted over the top of the radiator. 
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The amount of standard 5-tube radiation required to 
maintain a temperature of 70 deg. Fahr. at the breathing 
level, or 5 ft. above the floor under the conditions out- 
lined, was determined by trial from preliminary runs. 
This amount proved to be 21 sq. ft. for the bare radiator, 
and remained unchanged for all of the tests. The va- 
rious enclosures, shields and covers were made to fit this 
radiator, and the performance of the bare radiator was 

used as the basis for comparison. When 
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Fig. 10. Enclosure No. 3 


Discussion of Test Methods and Results 

All tests were run under conditions approximating 
those found in typical rooms in residences, with two 
walls exposed to an outdoor temperature slightly below 
zero and with some wind movement over one wall. The 
motor-driven ammonia compressor was thermostatically 
controlled, and the temperature in the refrigerated space 
at a level corresponding to the breathing level in the 
rooms was automatically maintained at approximately— 
1.5 deg. Fahr. 





enclosures, shields or covers were installed, 
no other changes were made in the plant or 
in the temperature conditions external to 
the rooms. In case an enclosure was equipped 
with a humidifying pan, the pan was re- 
tained in its proper location, but no water 
was used. The temperatures at the various 
levels within the rooms were allowed to 
attain equilibrium conditions inherent with 
the type of apparatus being tested, and com- 
parisons of the performance were all made 
on the basis of steam condensation in con- 
junction with the temperature conditions 
produced within the rooms as determined at 
six different levels. See Figs. 1 and 2. 


Temperature Measurements. The tem- 
perature of the air in the rooms was ob- 
served by means of thermocouples placed 
at six different levels on the central vertical 
axis of the rooms. These couples were of 
No. 22 B. & S. gage wire and were un- 
shielded. Preliminary work with shielded 
and unshielded couples proved that no cor- 
rection for radiation was necessary for the couples 
above the breathing level, and that the maximum cor- 
rection for any couple below the breathing level was 
less than 0.5 deg. Fahr. Hence the readings of the 
unshielded couples are considered as indicative of the 
actual air temperatures. Temperatures of the outside 
and inside surfaces of the walls were obtained by 
means of 6 thermocouples (Figs. 1 and 2) embedded 
in the surfaces. Similar temperatures of the upper 








The temperatures in the air spaces above  f 
the ceilings and below the floors of the test 
rooms were regulated by means of electric 
heaters and rheostats under manual control. |} « 
These heaters were shielded in order to |) 
minimize the effect of direct radiation on 
the surfaces of the floors and ceilings. The 
temperature of the air 3 inches above the 
ceilings was maintained at approximately 
62 deg. Fahr., while that 3 inches below the 
floors was maintained about 2 deg. Fahr. 
higher than the temperature of the air 3 
inches above the floors. In certain cases, 
temperatures in actual attic spaces may be 
somewhat lower and temperatures immedi- 
ately under the floors may be somewhat 
higher, but the conditions selected corre- 
spond very closely with those found with a 
well-constructed roof and unfloored attic, 
and with a well-insulated heating plant, 
where the basement temperature is approx- 
imately 60 deg. Fahr. 














Fig. 11. Enclosure No. 10 
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and lower surfaces of the floor and ceiling were 
obtained at four different points (Figs. 1 and 2) on 
each surface. 

Operation of Plant. Both rooms were operated si- 
multaneously, and in every case check runs were made 
with the same enclosure first in one room and then in 
the other. These check runs proved that the perform- 
ance, both of the rooms themselves and of the apparatus 
in the rooms, was practically identical. For 
this reason, it has not been considered ne- 
cessary to report the results of the duplicate 
tests. No attempt was made to have the 
doors and windows tighter than what could 
be considered fair average construction, and 
the amount of infiltration of cold air into 
the rooms appeared to be normal for the 
wind movement and temperatures existing. 

In every case, the plant was operated 
with the rooms under heat and with the 
fans in the cold room running for a pre- 
liminary period of sufficient length to allow 
all conditions to attain a state of equili- 
brium. This state was indicated when the 
temperatures of the walls, floors and ceil- 
ings, as determined by the readings of the 
surface thermocouples had become con- 
stant, and the temperatures of the air in 
the refrigerated space, and in the spaces be- 
low the floors and above the ceilings had 
remained constant for several hours. No 
air was allowed to accumulate in the radia- 
tors during the preliminary period or during a test. 
When equilibrium had been attained, the condensa- 
tion from the radiators was weighed at 10-minute 
intervals, and no test was accepted that showed a 
variation of more than 2% per cent in the succes- 
sive increments of weight. A thermocouple on the 
surface of the radiator at the point where air accumu- 
lation would firsf occur, gave an immediate indication 
if there was any tendency for air to accumulate during 
a test. The tests were of sufficient length to prove that 
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all conditions had remained constant, and were discon- 
tinued at the first indication that any air had accumu- 
lated in the radiator. The condensation was corrected 
for water condensed in risers and piping. This correc- 
tion was determined from preliminary tests, and since 
all piping was heavily lagged with hair felt, was ex- 
tremely small. 

The results of all tests here reported are given by 
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Fig. 13. Enclosure No. 4 
means of the curves in Figs. 14 to 17. A discussion 
of these curves may be found under the corresponding 
section headings. 
Tests of Bare Radiators 

Several tests were run with two identical bare radia- 
tors (Fig. 9) operated simultaneously in the two rooms. 
Other tests were run with a bare radiator in one room 
and an enclosed radiator in the other room. In all cases, 
the net steam condensed by the bare radiator per hour, 


' and the temperature gradients in the rooms in which the 


bare radiator. was used were practically 








Enclosure No. 1 


Fig. 12. 





identical, provided that the control condi- 
tions were the same. Accordingly, a single 
curve was selected to represent the per- 
formance of the bare radiator in each room, 
and this curve has been reproduced in each 
set of curves in Figs. 14-17 corresponding 
to the room in which the tests were run in 
order to serve as a basis for comparison 
for the performance of the enclosed radia- 
tors. 

noted 





From these curves it may be 
that when an air temperature of 69.4 deg. 
Fahr., was maintained at the breathing level 
in the West test room, and a steam tem- 
perature of 216.5 deg. Fahr. was maintained 
in the bare radiator, the net weight of 
steam condensed per hr. was 5.44 lb. Under 
these conditions, the temperature of the air 
3 inches above the floor was 54.3 deg. Fahr. 
and that 3 inches below the ceiling was 76.1 
deg. Fahr., or a difference of 21.8 deg. Fahr. 
A fairly uniform temperature gradient 
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in the air from floor to ceiling was obtained. With 69.5 
deg. Fahr. at the breathing level the whole zone below 
the breathing level, which may be regarded as the living 
zone, was too cool for satisfactory comfort. The high 
temperature at the ceiling resulted in an excessive heat 
loss through the ceiling itself. 

Radiator Rating. The catalog rating for the type of 
bare radiator used, based on the Engineering Standard 
of 240 B.t.u. emission per sq. ft. per hr. with steam at 
215 deg. Fahr. in the radiator and air at 70 deg. Fahr. 
surrounding it, was 21 sq. ft. The actual superficial 
area of the radiator by measurement was 19.7 sq. ft. The 
total heat emission under the test conditions, based on 
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steam at 216.5 deg. Fahr. in the radiator and a tempera- 
ture of 69.4 deg. Fahr. at the breathing level, was 5.44 x 
969.1==5270 B.t.u. per hr. Hence, the total heat 
emission under standard rating conditions would be 


215—70 
5 — }1.3==5350 B.t.u. per hr., and the 
7 ( 216.5694 ) , | 


should be 





rating as determined from these tests 


oY ait § sq. ft. based on the Engineering Standard 


240 
as compared to 21.0 sq. ft. given as the catalog rating. 
Therefore, the catalog rating is approximately correct 


if the radiator is used in a room with an air temperature 
(Continued on Page 151) 


Loop Venting a Double Battery of 











Fig. 1.—An installation of loop-vented water closets. The 
two horizontal branches out of the double T-Y in the fore- 
ground serve two lines of loop-vented urinals 


EWS of a loop or circuit-vented job, installed 

by Kirkpatrick & Haller, Inc., Buffalo, N. Y., 
was received in the following statement: 
‘We are enclosing a photograph of a piece of 
work which is rather unique. This installation 


is for one of the welfare buildings of the Bethle- 
hem Steel Co. plant of this city, for which we 


Water Closets 


have the plumbing contract. This part of the 
installation shows the double battery of closets 
taken off the main six-inch line, and the loop 
venting principle can be seen by closely ex- 
amining the print. The double branch T Y in 
the foreground is for batteries of urinals which 
will also be loop-vented, but do not show.” 


As will appear from the photograph, fourteen water 
closets are to be installed, seven on each side. 

As the letter suggests, this is a loop or circuit 
vented job. Close study of the picture will show 
that the loop or circuit extension branches off the 
main line at the far right end, and runs over to the 
right. The rising part of the vent cannot be seen 
in this view. 

It is to be noted that the water closet branches are 
taken off flat, that is, horizontally. In our opinion 
this is the only correct method. 

Often the connection is made with the branch 
pointing up—in fact some plumbing codes demand 
that the connection be so made. 

In circuit and loop venting, circulation of air de- 
pends upon its passage through the main soil line, 
and if the branches are upright, whenever a fixture 
is flushed, a curtain of water forms across the pipe 
at the entrance to the branch. This acts as a serious 
obstruction to the free passage of air. 

It does not seem as if this matter is generally 
understood or appreciated. In our mind, it is of 
great importance. 

It is to be noted that the two horizontal branches, 
out of the double T-Y in the foreground, serve two 
lines of loop-vented urinals at each side. 

We are glad to know that loop-venting is to be 
applied to the urinals as well as to the water closets. 
There seems to be no good reason why loop venting 
should not be applied to fixtures other than the 
water closet, wherever it is practicable or economical. 
It seems to us that the chief consideration in apply- 
ing the principle to the smaller fixtures is that the 
main line of waste should be made of sufficient size, 
and that the branches should be taken out flat. 














Copper Tubing 
Service Applications 
and \nstallations 


N DAYS past, the desirability of copper pipe for 
use in service water supply piping systems was 
generally conceded, however its use was re- 

stricted because of cost. Recent developments which 
have brought about a light-walled pipe or tubing and 
a new type of fittings with a correspondingly new 
method of installation have combined to place the 
article within the reach of the majority. 

A thought expressed by various plumbers, after 
installing their first copper plumbing job was that 
this new method would bring back to plumbing the 
art lost with the coming in of various types of rigid 
pipe. A considerable amount of skill is required in 
the working of copper pipe in order to leave behind, 
in exposed parts especially, a straight clean-cut job 
which will appeal to the eye and give an impression 
of regularity and good-workmanship. While it is a 
decided advantage to be able to enlarge the bend 
in a pipe by working it with your hands, thus short- 
ening it when too long, and lengthening it by cutting 
corners when it comes out a little too short, such 
practices indicate a lack of skill on the part of the 
worker in gauging his distances and the tendency is 
to bring disrepute upon the installation if not upon 
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ig. 1—Illustration of a copper tubing installation showing 
method of bending and joining 


the method and material. All of this brings to mind 
the art and skill which was developed and practiced 
when lead piping was at its height. 


Applications of Copper Tubing 


Copper pipe and flanged service connections have 
been used by leading water works departments for 
several years with satisfactory results, and each suc- 
ceeding year finds other water companies adopting 
its use. Water departments use it under the ground 
between the water main and curb and to the house 
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Fig. 2.—View of service piping. This shows how obstruction: 
were passed by bending the pipe 


line. ‘These installations are buried under several 
feet of soil and heavy pavement, and on a great many 
of the highways are subject to considerable vibra 
tion due to heavy trucking. The satisfactory results 
obtained by water departments have prompted manu- 
facturers to equip themselves with a full line of 
fittings for plumbing installations. At the present 
time a great many plumbing installations have been 
made, using this same pipe, and a full range of fit 
tings are to be had for installations of this kind. A 
great many of the plumbing installations are repre- 
sentative ones. ‘There have been installations in 
schoolhouses, hotels, residences and warehouses, and 
its use in the plumbing line is gaining ground rapidly, 
as more of the trade become familiar with its posst- 
bilities. 
An Installation Described 

One of the largest and most prominent copper 
plumbing installations in the vicinity of Itrie, Penn- 
sylvania, was recently finished. This home is 120 
feet long, has 5 bathrooms and 5 lawn faucets. Due to 
the volume of water which has to be used in a home 
of this character copper plumbing pipe was used as 
large as 1% inches for the main line in the cellar, 
graduating down, of course, to 4 inch for the various 
fixtures. 

In addition to the fact that both the hot and cold 
supply lines were of copper, a complete circulating 
system was installed, which was also ot copper. 
The result is that about 1,000 feet of copper plumb 
ing pipe was used on this job. Practically all of 1 
was furnished in 60 foot coils. The accompanying 
picture, Fig. 1, taken in one of the largest rooms in 
the basement clearly speaks for itself, showing how 
the copper plumbing pipe was worked around 
throughout the home, being bent around obstruc- 
tions, and the like. In fact, the only two fittings in 
the installation which were used for the purpose of 
making a bend were two 34 inch copper to copper 
elbows made necessary on account of a portion ot 
the second floor being lowered 4 inches making it 
impossible to work the pipe at this point into bends. 

A typical bathroom in this home, shown tn Fig. Z, 
illustrates very clearly the obstructions encountered 
and the ease with which they were overcome due to 

(Continued on Page 121) 
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PART IlI—Recording Purchases and Expense - 
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900. Contract Sales. Closing Accounts 
911. Jobbing Sales. 300. Cost of Sales (Mer- 
9(2. Profit on sale of equip- chandise). 
ment. 301. Profit and Loss (Con- 
2903. Merchandise Sales. tracts). 
204. Miscellaneous Sales. 312. Profit and Loss (Job- 
205. Discount and Interest bing). 
earned. 313. Profit and Loss (Mer- 
chandise). 
314. General] Profit and Loss. 


Not every plumbing contractor will need all these ac- 
counts. A few large firms may require some additional 
accounts, but if the principle of coding is understood, 
additional accounts can be added, as required, under the 
proper group. It will be noted that this chart of accounts 
is more complete than the outline given in the first article. 
I have provided for cases where a retail store business 
is carried on in addition to jobbing and contracting. 
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expense and expenditure as soon as it is imcurred; and 
income as soon as we have established the right to col- 
lect. This is called accruing expenditure, and income. 
In the case of expenditure, it is recording liabilities as 
soon as incurred, and the form of record in which this 
is shown is called an Accounts Payable register, or an 
[Invoice register. 
Recording Purchases 

HE Accounts Payable Register is merely a record 

of all bills for material, supplies, equipment, serv- 
ices, and sundry expense, which have been received, 
checked as to accuracy, and accepted tor payment. In 
accordance with the principle of double-entry bookkeep- 
ing, each entry made is shown as a debit (or charge) to 
some kind of expense or asset account, and a credit to 
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Form C 


How to Group Accounts 


Another feature to which attention is called is that the 
expense accounts are arranged according to functions. 
For example, under “Office Expense” would be included 
postage, stationery, telephone and telegrams, office sup- 
plies, etc. Under “Advertising” would be included prints 
ing, postage for direct-mail advertising, space advertis- 
ing, commissions paid, etc. Under automobile expense 
would be included automobile taxes, insurance, depre- 
ciation, gas and repairs, etc. In other words, instead of 
carrying a large number of accounts for objects of ex- 
penditure, we are showing the cost of definite and prop- 
erly grouped functions. For administrative and man- 
agement purposes, this is much more valuable than 
would be detailed records of the cost of stationery, 
printing, postage and so forth. Of course, when these 
are required it will be an easy matter to get them by ana- 
lyzing each separate account in which such expenditure 
is likely to occur. 

| have covered this aspect of the subject fairly thor- 
oughly because it has a very important bearing on the 
procedyre which we are now going to discuss and illus- 
trate. 

Business men are no longer satisfied with recording 
expenditure and income only when cash is disbursed and 
cash received. Modern business demands that we record 


Accounts Payable—( something owing to a creditor). In 
the last article published, the whole subject of debiting 
and crediting was discussed thoroughly, and formulas 
were given which enable anyone, even though without 
any bookkeeping knowledge, to make correct entries and 
arrive at correct conclusions. 

Many business men show in the accounts payable rec- 
ord not only bills payable, but all payrolls. This is a 
very good plan since it ensures a complete record each 
month of all liability contracted for. On the other hand, 
where bills and payrolls are paid as soon as received, or 
made up, there is really no necessity for showing these 
as liabilities, as charges to the proper expense accounts 
affected can be made at the time the bills and payrolls are 
paid. Just how this works out will be shown later on. 

There are very many different forms of registers used 
I have selected two of the best forms 
for plumbing contractors. Both of these are stock forms 
and can be purchased very reasonably. I shall be pleased 
to furnish full information as to where these may be ob- 
tained to any interested reader who cares to write me 


for this purpose. 


care of this magazine. 

The first form to which | would direct your attention 
is that marked “A.” Instead of making a lot of indi- 
vidual entries for demonstration purposes, I have made 
a few entries which show the nature of the transactions 
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which are recorded on this form. It will be understood, 
of course, that in actual practice, all bills must be entered 
individually. In this particular set-up, I have provided 
for four main distributions of all bills received and pay- 
rolls; Overhead Expense, Contracting and Jobbing Ex- 
pense, Merchandise (for re-sale), Capital expenditures 
(that is, purchases other than merchandise, which in- 
crease the value of assets), and Miscellaneous expense. 
For a small business, this set-up would probably be suffi- 
cient. It is important to bear in mind that the Accounts 
Payable Register is merely a form on which to collect 
items which eventually must appear either in cost sheets 
or in the General Ledger accounts. but having once 
made a proper distribution of each of these items at the 
time we made the original record, all further bookxeep- 
ing for these items is merely a matter of copying, trans- 
ferring or posting them to more permanent records. This 
is why it is so important to make a proper distribution 
at the time we make the entry in the Accounts Payable 
Register. And this is where the advantage of the coded 
account numbers is seen. 

In form “B” I have shown another kind of distribu- 
tion. This is for contracts only. A plumber-contractor 
who is handling a very big job will derive much benefit 
by maintaining a separate Accounts Payable register for 
each contract, if sufficiently large to warrant this. In 
this way he can show a greater distribution by columns ; 
and then he has all his expenditure for the one contract 
segregated on one form. 

In the same way, a single form may be used for all 
overhead expense. Many contractors have found this 
advisable, and are distributing their overhead expense 
by columns. The account name spaces under “Distribu- 
tion of Charges” are left blank, so that the plumber- 
contractor may fill in any accounts which he may desire 
to show in column form. 

The forms which | have just described are part of an 
All-visible loose leaf system, and were designed by me 
for the use of contractors. One “page” of this one-book 
system consists of twelve or thirteen records, each one 
of which projects a quarter inch below the one above it, 
so that as soon as the section is opened (the Accounts 
Payable Record section, for example) the Overhead Ex- 
pense register, and as many other registers as are being 
used for individual or separate contracts, are all visible 
at the same time, and there is no time lost in referring to 
or making entries in any form required. In addition to 
this, the forms are furnished in two colors, so that many 
contractors are using a blue form for overhead expense 
and buff forms for contract and jobbing expense. 


Consolidating Forms 


NOTHER and entirely different set-up is seen in 

Form “C.” In my last article I mentioned the fact 
that modern accountancy has provided for a consolida- 
tion of two or more records on one form. ‘This is one 
illustration. In this form we have (1) The Accounts 
Payable Register, (2) The Cash Journal, and (3) The 
General Journal. For the sake of convenience we call 
it a “Cash Journal,” but it is more than this. You will 
have no difficulty in recognizing how much of this form 
is taken up with the Accounts Payable record. You will 
notice the two “Accounts Payable” columns (Debit and 
Credit ), and the “Overhead Expense” and ‘“‘Contract and 
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Jobbing Expense” columns. [or purchases that are 
neither overhead nor contract expense, but are for mer- 
chandise, stock, or increase the value of some other 
asset, we use the “General ledger” column at the ex- 
treme left of the form. You will note that the expendi- 
ture is identified in every case by the code account num- 
ber, and in this way there is never any uncertainty as to 
what it is for. At the end of the month, when we post 
these items to the General Ledger accounts affected, the 
code number is our certain guide as to which account the 
item belongs. 

On this form (“C’’) I have shown other items which 
are not purchases, but with these we are not concerned 
at this time. I would call attention to one or two entries, 
however, which are examples of alternate treatment. In 
the first forms discussed (“A” and “‘B”’), we treated the 
payrolls as “Payrolls payable” on the assumption that the 
payroll may have been prepared two or more days be- 
fore the men were paid, as is sometimes the case with 
big firms. In this latter case, we are assuming that the 
men are paid as soon as the payroll is made up, conse- 
quently we are charging our expense accounts only when 
the pay check is drawn. 

This particular form is very popular. It has many 
advantages ; for one thing it reduces the posting mediums 
to two forms only, this and the contract sale and cost 
sheet, which we will discuss later. It is very simple to 
understand and maintain. Before postings to the Gen- 
eral Ledger accounts can be made, an analysis and sum- 
maries must be made of the General Ledger column, the 
Overhead Expense, Contract and Jobbing Expense, and 
Income columns, to avoid making a number of entries 
for the same account in the ledger. Postings to the Gen- 
eral Ledger are in totals. This will be fully dealt with a 
little later on, after we have discussed payments and re- 
ceipts, and the process of billing customers and crediting 
the various income accounts. 

All the forms which we have examined here are me- 
diums for something else which we have not mentioned 
yet. In a previous article we talked of controlling ac- 
counts, and mentioned as examples the Accounts lay- 
able account and the Accounts Receivable account. At 
the end of the month the totals in each of these accounts, 
as shown on the Accounts Payable Registers, or the 
Cash Journal (Forms “A,” “B” and “C”’—*Accounts 
Receivable” only on “C,” however) are posted to the 
corresponding accounts in the General Ledger, Accounts 
Nos. 2 and 20. These two ledger accounts reflect, in 
total, our total liability to creditors, and what is actually 
owing to us from all our debtors. but, of course, we 
need to know to whom we owe money, and how much; 
and from whom we are to collect, and how much; and 
this information we get from two subsidiary ledgers 
the Accounts Payable ledger and the Accounts Receivable 
ledger. Posting to Accounts Payable ledgers are made 
from the Cash Journal or the Accounts Payable regis 
ters, by taking each individual item in the Accounts 
Payable columns, and posting it to the individual account 
concerned in the Accounts Payable ledger. ‘The 
process is used for Accounts Receivable, only in this case 
we can do this only from the Cash Journal shown here, 
as we have not yet shown the separate Cash Book torm 
which is part of the same system as that from which 

(Continued on Page 146) 


Sallie 








PLUMBING © HEATING 
MERCHANDISING 


© The Store as a 
Selling Factor 








Above 1s reproduced a photograph 
of a window display of the very 
finest type. It 1s a permanent 
window, showing at a glance the 
charming effect of a light, neat 
kitchen in which color has been 
used with good effect. This feature 
section outlines successful plans 
for a ‘‘grand opening” and the use 
of the established store to build 
good will and sales. 
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Launching the New Store 
and Capitalizing the Store 


NY complete retail merchan- 
dising plan will, of course, 
consider the store as an 1m- 

portant factor. By its very exist- 
ence, the store takes its place as 
a kind of standing advertisement 
-a permanent billboard—to call 
public attention to the service 
there offered. How effectively it 
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accomplishes that task will depend 
upon the degree of care and 
thought given its planning, loca- 
tion and arrangement, 

[t is as necessary today to give 
careful thought to the store, as to 
study the best use to be made of 
space bought in the newspapers. 
And for very much the same rea- 
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son. The newspaper advertisement 
has to compete with the news and 
with other advertisements for at- 
tention. Today the store has to 
compete with other stores for at- 
tention—and in many lines of busi- 
ness a really artistic and effective 
window display and store display 
is taken for granted. The plumb- 
ing and heating store must com- 
pete for attention with department 
stores, jewelers—a hundred other 
lines where strong selling displays 














are the rule rather than the excep- 
tion. 

When, therefore, the new store 
is opened, it is worthy of a special 
effort. It ought to be launched 
with something of the same pub- 
licity a manufacturer uses when 
he announces a new product to the 
public. When done effectively it 
has the result of placing the store 
for the community definitely as a 
merchandising venture. 


A Successful Opening 


A recent and well-managed open- 
ing of a new store was staged by 
C. L. Bishop, 721 Pearson Street, 
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Des Plaines, Ill. Des Plaines is a 
suburb north and west of Chicago. 
It has a main shopping center, 
grouped around the railway depot. 
Mr. Bishop’s store is on one of the 
streets leading into this shopping 
center, and about a half block from 
the point where Pearson crosses 





The Bishop store as it looks from just 

inside the door. Fixtures have been re- 

moved from the middle of the floor to 
give a clear view 





one of the two streets paralleling 
the tracks. Des Plaines is, of 
course, no metropolis. But Mr. 
Bishop’s plans for the opening and 
their success would have satished 
any merchant in a big city com- 
munity. 

Like so many other successful 
establishments in this industry of 
ours, Mr. Bishop's store grew out 
of a much less pretentious place of 
business, On the back of the lot 
on which it is located is a_ brick 
garage in which for a number of 
years—not so many, either, because 
Mr. Bishop is a young man—he car- 
ried on his business. Mr. Bishop, 
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in planning the store, did not forget 
the inconveniences he suffered when 
his office-estimating-sales-room were 
all in one and work on a set of 
plans had to proceed against the 
constant interruption of visitors. 
Attention is first called to the 
window display which is_ repro- 
duced on the first page of this fea- 
ture section. This is one of the 
most effective window displays we 
have seen, largely because its ap- 
peal was carefully planned and the 
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color scheme will undoubtedly sat- 
isfv the eve of the housewife. The 
window is not a large one, but the 
space has been used with the ut- 
most skill. 

Attention is directed also to the 
type of window cards used. These 
are all made locally and do their 
bit to put over the message of the 
display. There is nothing cheap 
or “home-made” about them—they 
are professionally made window 
cards. 


Expert Help for Planning 


In planning the color scheme for 
the entire store, Mr. Bishop used 
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the services of an interior decorator 
from Chicago. The sink itself is 
white. The curtains over the mul- 
lioned window above the sink are 
of a very light, cool green. The 
walls are buff and the green is re- 
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peated in the trimming of the range 
to the left. 





This is the advertisement in the local news- 
paper which announced the opening of the 


new store 
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The walls of the store are buff, 
with a little lighter tone in the 
lighting fixtures. Against the walls 
the colors in the fixtures on dis- 
play, the shower curtains and the 
colored jackets of the water heaters 
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ANNOUNCING 


The Opening of an Exhibit of 


Modern Plumbing Fixtures 


— and — 


Plumbing Accessories 


This Display Room offers to the community the advantage of inspecting before selecting. We sell 
only the best of materials. Every item is inspected by us before installation and carries our guarantee, 
back of which is our reputation of having served this community faithfully for the past eight years. 


May We Serve Your Future Plumbing Needs? 


OUR AIM IS TO GIVE PROMPT SERVICE TO ALL REPAIR WORK 


Consult us regarding the extra Bath Room or Toilet you may need in your home. 


To contractors and realtors we extend to you a cordial welcome to make use of this exhibit and display 
room, and urge you to bring your prospects here to make selections. You are not obligated in any 
way whatever when we estimate your 


‘PLUMBING and HEATING 


OPENING DATE : 
SATURDAY, FEB. 23, 1929 ij 
FREE! 


To the member of each family visiting our store on the above date we will present a useful article for 
the home. Be sure to get yours! A visit to our store will reveal many articles you may never have 
thought of buying from your plumber. 


BY WATCHING OUR WINDOW DISPLAYS THE LATEST IDEAS IN PLUMBING | | ee 
WILL BE BROUGHT TO YOU | a oe 


Mark your shopping list to Sy Al 


STOP and SHOP at the PLUMBING SHOP 


This store will be open Saturday evenings until 8:30 p.m. We would appreciate being of service to you. 


Cc. L. BISHOP 


Plumbing and Heating 
721 PEARSON ST., Des Plaines, Ill. 











PHONE 3694 
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and water softeners stand out in 
pleasing contrast. 

In order to have the privacy 
necessary to get away from the 
interruptions with which he was 
bothered in the old quarters, Mr. 
Bishop has an office which opens 
to the left of the space back of the 
counter. Not only will this office 
furnish quiet working quarters, It 
will be impressive to the customers 
of the store. The walls are in buff, 
like those of the Net cur- 
tains on the window have a wine- 


store. 


colored drape Over them. Two 
chairs for Mr. Bishop's 
desk and a bookcase complete the 
furnishings. 

The 


store 


Visitors. 


two interior views of the 
indicate the fixtures on 


They include 


will 
permanent display. 
cabinet, washing ma- 
sott- 
array 
and a 
built-in bath 
Note the 


curtains 


a radiator 
chines. water heaters. water 


eners and pumps, the usual 


of lavatories. closet bowls 
kitchen 


against the back wall. 


sink. with a 


wide variety of shower 


hanging on the wall at the left. 
The 


display units in which commonly 


counter is formed by two 


DOMESTIC ENGINEERING 


needed accessories are placed 
neatly. Immediately back of it is 
the general office space where the 
stenographer-bookkeeper is on duty 
at all times. The door at the back 
leads into the shop. 

The opening day was an unqual- 
ied success. All work of prepar- 
ing the store for this opening day 
was done back of a winter front 
until everything was in readiness, 
just as it appears in the pictures. 
That winter front was not taken 
down until the Saturday in Febru- 
the opening was an- 
nounced. From 7:30 in the morn- 
ing until 10:30 that night the store 
was crowded. Mr. Bishop had had 
no idea of the interest the public 
would show in the opening. 


ary when 


Using the Newspaper 
\Ve reproduce the advertisement 
in the local suburban paper which 
announced the opening. It ran to 
a little better than a halt-page and 
the results achieved indicate that 





Looking toward the front of the Bishop 
The window is the one opening into 


the display window space 


store. 
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it is an effective piece of copy. We 
reproduce it for reference on the 
part of those who may be planning 
a similar opening. Its strength 
seems to lie in presenting the store 
place where 
people may have “the advantage 
of inspecting before selecting.” It 
includes not only the announce- 
ment of the opening, but a state- 
ment of the store’s general policies. 

The “useful article’ offered as a 
souvenir was a bread board and a 
touch of color was added to this 
board by tinting the crumb groove 
blue. For visiting contractors and 
realtors Mr. Bishop had a desk 
cigarette lighter. When the day 
was over there were none of these 
souvenirs left although the orders 
for them were generous. 


as an exhibit the 


The store was too crowded most 
of the time to secure a complete 
registration of all visitors’ names, 
but most of them did register. Mr. 
sishop and the young lady in the 
office were on the floor all day long 
talking to visitors. 

That Mr. Bishop is a believer in 
merchandising will be indicated by 
his handling of the opening of his 
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new store. We reproduce another, 
smaller advertisement run the week 
following the announcement of the 
opening. It is a follow-up adver- 
tisement, taking up again the 
thread of the general selling mes- 
sage, while referring back to the 


beauty. 





in a jiffy. 


721 Pearson Street 





A new seat or colored show- 
er curtain can be installed 


If you failed to visit our new 
Plumbing Exhibit 


on opening day you missed 
seeing many things of inter- 
est to the home owner. 


C. L. BISHOP —Plumbing & Heating | 
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water through the building, Mr. 
Bishop has recommended the in- 
stallation of a regular pump. And 
in some of the outlying homes Mr. 
Bishop has sold the idea of two 
pumps, one for the cistern and one 
for the regular well water supply. 


Why Be Ashamed of Your Bathroom? 


The Modern Bath Room of 


today is a thing of color and 





When 
You 
Need a 
Plumber 


Call 


3694 











This store will be open 


Mark on your shopping list =| 
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to maneuver a car. The loading 
door, therefore, is of the type which 
slides upward, giving maximum 
width and height, and the distance 
from the door to the near end of 
the pipe racks is exactly the same 
as the longest piece of pipe which 





Saturday Evening 
until 8:30 





to 


STOP and SHOP 
at the PLUMBING 
SHOP 








Des Plaines, IIl. 




















opening, Note the phrase which 
appears in both advertisements: 
“STOP and SHOP at the PLUMB- 
ING SHOP.” 

The displays indicate the variety 
of equipment handled. A special 
market has been found for water 
systems in his community. A great 
many buildings make use of a cis- 
tern. In order to circulate this 


Capitalize the Existing 


HIL. MOTT, of Sacramento, 
Calif., occupies an exceed- 
ingly attractive place of busi- 
ness at 2714 J street, just a short 
distance outside of the regular 
business district of the city and 
fairly well inside of the residence 
His place of 
on one of 


business 
the prin- 


district. 
is located 


Economy in the Shop 

The plans for his shop include 
some time- and labor-saving ideas 
worthy of mention, 
essary in+-the first place to assure 
ease in unloading pipe from _ the 
alley which runs alongside of the 
building. It is narrow and a build- 
ing which comes up to the opposite 
boundary will make it impossible 


(‘are was nec- 


cipal thoroughfares of the city, a 
fact he has taken advantage of by 
maintaining at all times a most at- 
tractive and comprehensive display 
of up-to-date plumbing fixtures and 
by dressing his show window so 
that it attract the 
attention of passers-by. This win- 
dow is lighted until eleven o'clock. 


cannot fail to 





will be carried in stock, 

The pipe racks themselves are 
of 4x4’s, drilled to take a 
three-quarter-inch pipe which is 
wedged in bent 


made 


and upward on 


each side. Across the top, just 
above easy reaching height, a plat- 
form has built storage 


Windows at the end of the 


been for 
space. 


aisles give perfect light. 


Store 


This present location, occupied 
by him for about the last three 
the consummation of a 
series of locations and changes 
which have occurred during the 
fifteen years since he became a reg- 
ular licensed plumber. And it 1s 
characteristic of the man and of 
the that each 


years, 1s 


business successive 
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change has been for the better and 
has been an evidence of his ad- 
vancement in his business. 


A Change of Plan 


Karly in his career as a merchant 
plumber Mr. Mott came to the 


conclusion that there was limited 





A view along one wall of the Mott store. 
Note comfortable group of wicker furni- 


ture 
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upon a competitive basis. 


vious conceptions of what they 
thought they needed or wanted and 
has induced them to follow his sug- 
gestions regarding better fixtures 
and more efficient 
with the purpose behind his mer- 
chandising efforts to improve the 


sanitation and 


Times 
without number, when he has been 
called upon to figure on jobs or re- 
placement or maintenance he has, 
by inducing the prospective pa- 
trons to come to his display room, 
persuaded them to revise their pre- 


installations, 
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amount of seasonal work. 

This merchandising sense is 
manifested in one important par- 
ticular in the appearance of his 
sales room. As shown in the illus- 
trations this is meticulously neat 
and clean. [Everything is in apple 
pie order and is so clean and neat 
that every prospective patron not 
only can see clearly what Mott has 
to but at the same time can 
visualize just about how the par- 
ticular installation is going to look 
after it has been put into place in 
the home. 


sell 


The sales room is sug- 
gestive of comfort and conven- 
lence, with its comfortable wicker 
chairs, its table, its array of potted 













comfort of their 
homes. So tena- 





plants and flowers, and its cleanli- 
_ ness. 7 
oo In training his 
journeymen Mr. 
Mott is almost a 


martinet. He has 
never failed in his 
policy of insist- 
ence upon the appearance and gen- 







tlemanly behavior of every em- 


| ploye. He says that nothing gives 
| ciouslvy has he the housewife a better impression 
” adhered to this of his attention to his business than 


to have every journeyman in his 
employ greet her with his hat in 
his hand and with courteous con- 
sideration. furthermore, every 
journeyman is compelled to leave 
every job cleaned up absolutely so 
that the housewife will not have 
to do it. Mr. Mott says it takes 
but a minute longer to use a brush 
or a mop and to clean up after the 
job has been completed than to 


idea that today Phil Mott is re- 
evarded as the jobbing plumber par 
excellence of Sacramento. 


scope for his merchandising talents 
in contracting plumbing upon the 
competitive basis. It appeared to 
that 
possibilities in jobbing than in con- 
tracting and with every passing 
day since he came to this conclu- 


him there were far greater In fact, so vastly does jobbing 
predominate in the business of Mr. 
Mott that to refer to him in any 
sense of the word as a contracting 
sion his experience has justified it. plumber is to use a misnomer—he 
purely and simply a jobbing 
plumber with a_ well developed 


merchandising sense, of which he 


In other words, with his display is 
room and his own merchandising 
sense he has succeeded in getting 
better plumbing fixtures into the 
homes of Sacramento on the job- 
bing basis than he ever could have 
done through going after contracts 


leave a mess behind. He says that 
this particularity he manifests in 
insisting upon this has done very 
much to 


gives demonstrations every day of 
the world. In his jobbing busi- 
ness he employs from two to six 


journeymen according to the enhance his reputation 
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among his patrons as being a 
plumber who knows his business 
and as also being a plumber who 
can be depended upon to do his 
work right. 

All of this close attention to the 
detail of his business has placed 
Mr. Mott in the position where he 
never has to go out seeking for 
work. He says he never has con- 
sciously asked for a job since he 
so definitely went into the jobbing 
business. His reputation for do- 
ing nothing but quality work, for 
giving quick attention to emer- 
gency calls, for always leaving no 
messy reminder 
behind him, for 








maintaining oa 
pleasant and clean 
display room-well stocked with up- 
to-date fixtures, for always leaving 
the patron satisfied with what he 
may have done for him has so fixed 
him in the minds of Sacramentans 
that it is not necessary for him to 
go out after work but upon the con- 
trary the work seeks him out. 


Until very recently Mr. Mott has 
used the motion picture screens in 
a number of Sacramento theaters 
for advertising his business. His 
theory of this is that the constant 
repetition of his advertisement ap- 
pearing upon the screens several 
times a day, and day after day, ul- 
timately will make a mental im- 
pression upon the minds of the 
theater will become 


goers which 
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permanent, Judging from his ex- 
perience in developing his business 
this theory has proven its feasibil- 
ity and has justified him in relying 
largely upon it. At any rate, for 
months at a time this is the only 
advertising he has indulged in and 
he expresses himself as being en- 
thusiastically in favor of such me- 
diums for advertising a jobbing 
plumbing business. 


The Store—A Sales Force 
Always lying 
upon the table in 





his display room 
are neat piles of 

literature advertising this, that and 
the other well known plumbing fix- 
ture. [xcept in rare cases this 1s 
not forced upon the patrons, but is 
left handily displayed for their con- 
venience, provided they feel dis- 
posed to look at it or to take any 
of it away with them. Also upon 
the walls of the display room are 
illustrations of plumbing installa- 
tions with their suggestive value. 
But the chief impression that 
Mott’s display room makes upon 
the observer is the fact that its ar- 





ol 
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rangement was obviously made for 
the. convenience and information 
of the customer. This provides a 
silent but eloquent supplement to 
Mott's own merchandising en- 
deavors and helps in a measure to 
explain why Mott has been so suc- 
cessful in his chosen profession. 


Fifteen years ago Mr. Mott 
launched his first store in what is 
known as the Oak Park district of 


time he 


Sacramento. After a brief 















show 


Mott store to 


view of the 
number of fixtures displayed 


Another 





moved to a more favorable location 
at 1620 Twenty-third street. Some 
years were passed in that location 
until about three years ago when 
he moved into his present location 
on J street. The illustrations here- 
with conclusively demonstrate how 
far he has progressed during the 
last fifteen years and indicate how 
he still is obsessed with the merchan- 
dising idea. 








ELL displayed is half- 
sold,” runs an old saying. One of 
the uses to which the plumbing and 
heating store ought to be put is the 
display of the accessories carried im 
stock. Such a display as that pictured 
above, for instance, will attract the 
eye and invite a comparison with 
those accessories in the home. 

Mohen the merchant has been suc- 
cessful in creating a feeling in the 
mind of the prospect that the details 
of his plumbing or heating installa- 
tion are not as good as they might be, 
he has an entering wedge for what 
may be a complete replacement sale. 
The housewife, in particular, has an 
eye to detatls. 

A gleaming white seat, displayed as 
above, will inevitably suggest a com- 
parison with the seat now stalled. 
The convenience of the other acces- 
sories will recommend themselves. 

Then, too, the public is accustomed 
to just such displays in every other 
type of retail store. Such a display in 


(yf) 





Using accessory displays to 
bring customers into the store 


the plumbing and heating establish- 
ment would do much to suggest pos- 
sibilities other than a complete in- 
stallation. That is, the average per- 
son today is apt to think of the 
plumbing and heating store only when 
a de finite need arises. He associates 
the store with the expensive installa- 
tion of complete equipment. 

Get him accustomed to the idea of 
looking to the plumbing and heating 
store for accessories and you break 
down that impresston—you make it a 
place in which to shop as much as 
any other retail store. Accessories 
might very well be considered “‘lead- 
ers’ —that 1s, items which will draw 
people nto the store. Then, with the 
complete displays to be seen, a pros- 
pect will undoubtedly inspect them. 

The above display 1s effective. The 
white of the accessories against the 
soft hlack ot the cloth over the dis- 
play stand, is pleasing. It arouses a 
desire for possession—and tt will help 
to bring people into the store. 











The Removal of Rust from Old 
Pipes in Place 


By R. M. STARBUCK, JR. 


UST removal has become a very important mat- 
ter. Successful rust removal is based on the fact 
that the products of corrosion are soluble in 

certain acids, and from this fact has been evolved the 
method of removing rust from large supply systems by 
pouring an acid solution into them. 

This method has proved very successful in certain 
large buildings in New York City, notably the Bankers’ 
Trust Building. Fig. 1 gives a general idea of the man- 
ner in which this is done. 

As units for the removal of rust in the supply pipes, 
the building was divided into sections of about eight 
floors, and one section was handled at a time. The rust 
solvent was mixed in two barrels, and these placed one or 
two floors above the supply tank. 

The rust solvent was of such strength as to dissolve 
the rust in five to six hours. At the end of the cleaning 
period, the barrels were filled with clean water and al- 
lowed to wash out the connections above the supply 
tank. The supply tank valve was then opened and the 
entire system flushed out, each faucet, flushometer and 
so forth being carefully tested to see that all solvent or 
rust particles had been washed out. 

In the case of the Bankers’ Trust Building, it was 
estimated that to remove and replace the old piping 
would have cost from $100,000 to $300,000. 


The Use of Inhibitors in Removing Rust 


A difficulty that has been met in this method of rust 
removal is that in the process of dissolving the rust, the 
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Fig. 1 


acid also dissolves some of the metal of the pipes. This 
condition has been met by the use of inhibitors. 

It has long been known that the addition of certain 
substances to an acid solution greatly decreases its rate 
of attack on metals, without greatly slowing down the 
rate of solution of rust or scale. Such substances are 
called inhibitors. 

In the past the principal use of inhibitors has been in 
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acid baths for the removal of scale from steel. For in- 
stance, before steel sheets or pipes can be galvanized, 
they must be freed of scale, and this is done by immers- 
ing them in a tank of hot dilute sulphuric acid. When 
no inhibitor is used, much of the acid is consumed in 
dissolving the metal itself. by using an inhibitor, how- 
ever, the action of the acid may be confined almost en- 
tirely to the dissolving and loosening of the scale. It is 
this commercial use of inhibitors that has led to their use 
in the removal of rust from the piping of supply systems. 

Several curves are shown, illustrating various fea- 
tures relative to inhibitors. Fig. 2 shows the amount of 
hydrogen released during a certain number of hours, 
when a sheet of steel of certain dimensions is immersed 
in dilute sulphuric acid containing an inhibitor of difter- 
ent degrees of strength. Curve No. 1 shows results ob- 
tained when no inhibitor is used, No. 2 when a small 
amount is used, and Nos. 3 and 4 show results when 
increased strength is given the inhibitor. 

Comparing curve No. 1 with curve No. 4, it will be 
seen that the amount of hydrogen given off at the point 
marked 6 takes 13 hours, while, with the amount and 
strength of the inhibitor used in getting curve No. 4, 
about 1,350 hours are consumed. In other words, by 

(Continued on Page 80) 
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Conditioning Air for King 





By A. W. BARNES 





NEWS item dated 
May 15, indicated 
that the final stage 


of King George’s complete 
recovery of his health was 
reached that day when he 
left Bognor, where he had 
been convalescing for thirteen weeks, and motored to 
Windsor, where he will remain in residence. Official 
recognition of his complete recovery came in the re- 
cent disbandment of the council which was appointed 
to carry on in his capacity during his illness. 

It might well be said that the first stage of his re- 
covery was indicated by the calling in of heating and 
ventilating engineers in an effort to condition the air 
in the sick chambers. This effort, which was successful, 
both scientifically and physiologically, is taken up in this 
article. 

American visitors to Great Britain are sometimes in- 
terested when reading the account of an important public 
function, to find it stated that the proceedings were 
favored with royal weather. Such a statement 1s in- 
tended to inform the reader that any proceedings at 
which royalty is present are expected to be favored 
with ideal weather as a natural consequence, so that 
complete success may bring happiness and contentment 
to all concerned. 

Sut, during the past few months the science of mod- 
ern ventilation and the skill of the ventilating engineer 
have given a new and added importance to the term 
royal weather, since what is practically a special health- 
restoring atmosphere has been artificially manufactured 
and supplied to the sick room of that distinguished 
royal invalid King George the Fifth of Great Britain, 
in order that his restoration to health and strength might 
be hastened and made more certain. As soon as the con- 
dition of King George permitted, he was moved from 
sSuckingham Palace, London, to Craigwell House, 
nor, on the south coast of England, a spot that is fav- 
ored with mildly-tempered breezes and a generous meas- 
ure of sunshine. 

The atmospheric conditions that prevail at 
would have been of inestimable benefit to King George 
during the more serious stages of his illness, but as it 
was then impossible to move him from Buckingham 
Palace, it became necessary to fall back modern 
scientific achievement in order that an atmosphere simi- 
lar to that which makes the south coast so beneficial to 
health might be brought into the sick room in London. 
Air of the required improved standard was supplied 
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from the plant installed by 
the ventilating engineers; 
while the absence of sun- 
shine was compensated for 
by the ultra-violet rays, and 
the luminous rays, which 
were administered by the 
physicians attending the king. 

Suckingham Palace is an enormous and imposing 
building which stands less than a mile from the river 
Thames ; and as it is situated only a few feet above the 
river level it is subjected to a full measure of those 
fogs which occasionally make London a very unsuit- 
able place for those persons who unfortunately suffer 
from enfeebled health. The Englishman’s love of the 
open fire causes much soot to be discharged into the 
atmosphere, and this results in the fogs being still more 
injurious to the health of human beings, and more 
destructive to property. 

When the human body is in a normally healthy con- 
dition, it has a reserve of strength which enables it, 
quite easily, to adjust itself to, and to successfully re- 
sist the frequent changes and the occasional adverse con- 
ditions of the atmosphere that are met with in most 
parts of the world at various times. But, when the body 
is enfeebled by an impaired state of health, there may be 
no reserve strength available for the purpose of ward- 
ing off the ill-results which may follow when a spell 
of cold, damp, or foggy weather has had a detrimental 
effect upon the air which a sufferer must breathe in 
a sick room. Under such conditions restoration to health 
may be seriously retarded, or it may be rendered im- 
possible. Now, however, thanks to modern ventila- 
tion, it is possible to supply to a room occupied by an 
invalid, or to a hospital ward, atmospheric conditions 
which, so far as cleanliness, temperature, and humidity 
are concerned, are all that can be desired; nor does it 
matter what may be the season of the year, or what 
may be the weather conditions out-of-doors. 

For more than a century past, important investiga- 
tions concerning the state of the atmosphere that’is most 
favorable to the health of human beings have been car- 
ried out in many European Countries and in the United 
States. The result is that attention is directed to the 
importance of the four atmospheric conditions as fol- 
lows: 


London, where air 


palace, 
conditioning for King George was resorted to 


(1) Freedom from dust and other impurities, solid, 
organic, or otherwise. 

(2) Proper temperature. 

(3) <A suitable relative humidity. 
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we air being kept in motion, 
unpleasant or harmful 


(4) The importance 
yet without ,22% ys 
draughts. a 


Air-Conditioning Plants 


Air-conditioning plants are now being installed fre- 
quently in extensive buildings. They are far from con- 
stituting a new idea, the writer having been engaged 
on the installation of such a plant in a large public 
building in London more than thirty years ago, and this 
same plant is still giving highly satisfactory service. But, 
it is only within the last few years that we have learned 
how serious is the harm which may follow from having 
to remain in an atmosphere which has a temperature, 
a relative humidity, and a lack of movement so unsatis- 
factory that heat stagnation around the human body 
results. 

It is scarcely possible to over-estimate the benefits 
which occupants of sick rooms, or of hospitals may de- 
rive from breathing air that has been properly condi- 
tioned, such air being rendered free from harmful im- 
purities ; brought to the most suitable relative humidity ; 
raised or lowered in temperature to suit the various 
periods of the year; and having sufficient motion to pre- 
vent heat stagnation without causing harmful draughts. 
In Great Britain, air having a temperature ranging be- 
tween 60 degrees Fahr. and 70 degrees 
Fahr., and a relative humidity of 50 
to 63 per cent is found most favor- 
able to good health. But, in spite of 
double windows, hot water radiators, 
and open fires, it was found impossible 
to secure atmospheric conditions that 


A diagrammatic view of an 
arrangement for supplying 
purified air for King George, 
as drawn by an artist for the 
illustrated London News 
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were favorable to the recovery of King George while 
he was lying seriously ill in his room in Buckingham 
Palace. The royal physicians therefore sought the as- 
sistance of the ventilating engineer in order that, by 
means of properly conditioned air, the royal sufferer 
might be enabled to breathe an atmosphere that would 
assist in bringing about renewed health and strength. 
The very gratifying progress subsequently made by King 
George proves conclusively that by making it possible 
for the sick person to breathe pleasant, health-re- 
storing air instead of the dust and moisture laden, and 
sometimes fog-poisoned winter air of a huge city, his 
chances of recovery are greatly improved. 


The Installation of Temporary Air-Conditioning 
Plants to Supply Health-Giving Air to Sick Rooms 


The installation of permanent air-conditioning plants 
in new buildings such as hospitals, public buildings, 
theatres, and commercial or office buildings of consider- 
able size is a task that is not generally beset with ex- 
ceptional difficulties. But, at first sight, 1t may appear 
that almost insuperable difficulties are likely to be en- 
countered when an air-conditioning plant has to be in- 
stalled to supply pure air to a sick chamber in a large 
private residence or in such a building as Buckingham 


(Continued on Page 1351) 
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INCE publishing in the issue of December 1, 

an article of considerable length on “Indiana’s 

New Plumbing Code,” we have received several 
noteworthy comments on the code and on the article 
in question. 

Kach of these comments handles the general sub- 
ject differently,—takes a different slant at it, and 
for that reason is the more interesting. 

The first four of these letters are from plumbing 
contractors in the smaller cities, and perhaps it is 
only natural that their comment should be different 
from those of contractors living in large cities and 
therefore accustomed to strict supervision, licensing, 
examining, etc. 

From the letter of O. L, Dale, Elkhart, Ind., we 
quote as follows: ““No code, either local, state or na- 
tional, is worth the paper it is written on, until we 
get a law to force all masters and journeymen to 
take an examination. 

“We have a code here, but anybody can get a 
license, and file a bond, and work at the trade. It 
would be necessary to have an inspector for each 
license granted, and then they would get away with 
unsanitary work, 

“So I think time is better spent in getting examina- 
tion laws passed rather than state codes.” 

W. H. Beeler, New Albany, Ind., speaking of 
plumbing codes in general, and the Indiana code in 
particular, makes 
the following com- 

— ment: 

gl “T think it will 
_— Keof create a higher and 
more intelligent 
class of workmen; 
it tends to put all 
competitors on a 
more equal footing, 
and gives the pub- 
lic a more sanitary 
job; and we have 
one of the best ex- 
amples right here 
fresh in this city. The 
Air public knows very 
fart little about this 
kind of work, and 
all that the average 
person is interested 
in, is to get the 
water to the fix- 
tures and get rid of 
it in the cheapest 
possible way, re- 
gardless of all the 

consequences. 


“By having a 
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Indiana’s New Plumbing Code 


By R. M. STARBUCK, JR. 





code, a city ordinance and plumbing 
inspectors to supervise this class of 
work, the demand will be only for 
men who are capable of understand- 
ing how this work should be done. 
Consequently it will eliminate a 
great many handy men, who have 
no regular place of business, from 
doing this kind of work, and allow 
it to be done by responsible, reliable 
men who are engaged in this bust- 
ness, helping them to obtain prices 
that will compensate them for their 
knowledge and ability and for the 
responsibility involved.” 

Wm. H. Meerhoff, Richmond, 
Ind., offers the . following :—‘Ab- 
sence of code and practice here does 
not put us in a position to criticize 
plumbing codes, but we do object 
to the entire absence of any vent 
on soil stacks, and to the use of pipe 
as small as 1%-inch for water closet 
soil vents on competitive work and 
for speculative builders, for which 
almost anything at all is good 
enough. 

“Yes, we think Indiana is ready 
for and needs a plumbing code. Then 
the unsuspecting buyer of a nice 
ready-made house will get what he 
expects,—a_ sanitarily equipped 
horhe, where he and his family can 
live and enjoy good health.” 

These three comments, entirely 
different in composition, appear to 
point to poor plumbing conditions 
in their respective localities, and to 
the need of enforced regulations. 

Mr. Dale’s letter hits the nail on the head, as far 
as lack of examinations are concerned, and of course 
he voices the situation that exists for many cities 
and towns in many other states in the country, besides 
Indiana,—probably in most of the states, we might 
Say. 

We do not understand that the Indiana state law 
demands examination of either employer or work- 
man. 

While it may be deplored that the state stands 1n 
this position, it is true that Indiana has lots of 
company, for this examination work is under state 
law in only a very few states. That means that as 
a general proposition, where examinations are de- 
manded by ordinance, such regulations have been 
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P 7500 above (center) 
P7510 above (left) 








Are you realizing fully on all the 
sales possibilities in your custo- 
mers’ homes? Not unless you 
include a “Standard” Electric 


(P7500 with 2 P7502 trays) 


P 7505 above (right) 
(P 7500 with 1 P 7502 tray) 





Clothes-Washer. The Laundry: poe 
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trays, all you usually sell for 
the laundry, bring little, if any, 
profit. But the “Standard” 
Clothes-Washer with one or 
two supplemental trays—the 
entire laundry equipment—can 
now be sold and installed by you 
at a substantial profit margin. 


The owner, too, will find it a 
source of new laundry satisfac- 
tion, as it offers all the features 
of the ordinary type Clothes- 
Washer, and these added ones, 
which are sure to appeal— 


Sturdy Construction— Made 
of strong heat-retaining cast- 
iron. Mechanical parts, few 
and simple in operation. 


Acid - Resisting Enamel — 




















Resists soaps and harmful 








cleansers — beautiful — easy- 
to-clean. Ming Green Duco Finish 
on outside of washer supplies an 
added note of sparkling color. 























Direct Connection—Washer 


and trays connected to water 
and sewer lines—no slopping 
the floor, no buckets needed. 


A Complete Unit—Trays and 
washer connected together, 
all the same height. A unit 
that will operate efficiently 
for years. 


Shown at left are controls 
and principal construction 
features— 
Opening for initial oiling. 
Hole for regular gear oiling. 
Sturdy 14 H. P. motor. 
—Circuit-breaking switch. 
—Efficient aluminum agitator. 
-Water level—(large capacity.) 
—Name plate—( “Standard” quality.) 
—Lever for quick draining. 
—Agitator lever—easy to reach. 
—Wringer lever—operates and 
positions the wringer. 
L—Release lever—saves hands from 
injury. 
M—Pressure screw keeps tension on 
soft balloon rollers “just right.” 


Thousands of homes need Clothes- 
Washers like this. Display one in 
your shop and secure your share of 
the neighborhood business. Full in- 
formation from your Wholesaler. 


ATAMMOOM> 


Standard Sanitary fg. Co. 


PITTSBURGH 








enacted because the people have required such a 
safeguard. 

We believe that often, whether in Indiana or in 
any other state, poor plumbing conditions such as 
are reflected in the foregoing letters, particularly in 
these progressive times, may be traced in large 
measure to the fact that the local plumbing fraternity. 
They haven't let the people of 
need and the value of sani- 
tary plumbing. Those people are just as intelligent 
as those in the rest of the country, but they cannot 
react to something they know nothing about. 


has been asleep. 
their vicinity know the 


Organized Effort Needed to Enforce Codes 


One plumber standing alone cannot make much 
of an impression, but when banded together, when 
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organized, they can dominate the situation. And so, 
we do not think we are far wrong, when we say that 
the plumbing trade of any locality is largely respon- 
sible for the quality of the work installed in their 
neighborhood. 

Useful comment came also from Omar B. Morgan 
has taken sufficient interest to 
We regret that we must 
quoting from this 


Indianapolis. He 
write us three long letters. 
content ourselves with simply 
valuable contribution. 

Mr. Morgan writes in part as follows: 

“Thirty-five years of my life have been spent di- 
rectly in the business of plumbing. Within the last 
two years it has been my privilege to call on plumb- 
ing jobbers, masters, architects and engineers. In 
the several states I have covered I have found most 
of the cities working under different codes, showing 
many different principles of installation of plumbing 
fixtures. 

“In a year’s experience on the code committee in 
Indianapolis I learned a lot, but in the last two years 
I have learned so much more that I have come to 
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feel that a universal code for the entire nation would 
fill the greatest need. 

“The jobbers, masters, architects and engineers 
are greatly interested in a safe and sanitary instal- 
lation of plumbing, on a universally adopted prin- 


ciple. 
“There are those who are opposed to a simpler in- 
stallation. In this connection I can but say that 


instead of decreasing work, it would eventually re- 
sult in many more installations. 

“When a universal code is adopted, covering all 
plumbing installations, the uneducated, inexperienced 
master will have to raise himself to a higher level 
by study, by reading his trade papers, by associating 
himself with business organizations, etc. 


“IT feel that the Indiana code, as is, would be 
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} Fig. 4 
adaptable as a minimum regulation, for the entire 
United States.” 

When Mr. Morgan says that the Indiana state 
code should be acceptable to the entire country, it 
is the same as saying that the Hoover code should 
be thus acceptable, and we are inclined to agree 
with him. 

Whether all the comment that has been received 
means that Indiana is more in need of plumbing 
supervision and regulation than some other states 
we are not prepared to say. We do know, however. 
that where plumbing practice is intelligently gov- 
erned by the right kind of laws, there will be found 
the most desirable plumbing conditions,—most de- 
sirable for the public and for the plumbing trade, 
and we should be interested in each. 


Universal Code a Dream of Many Years 


The universal code has for years been a pleasant 
dream, something safe to talk about where plumbers 
got together socially. However, when the Hoover 
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When your customer wants the best 





...d more attractive sink 


OU can “cash in” on the tendency of up-to-date apartment 

house builders to employ new ways of building more conve- 
nience, attractiveness, and durability into their properties. You can 
sell these builders Monel Metal sinks because they recognize in 
Monel Metal an opportunity to add a new and modern note of 
silvery beauty. i 

If you have sold or installed Monel Metal sinks, you know that 
they look better—that they are better. 

The attractive, silvery lustre of this Nickel alloy brightens up the 
room and harmonizes with any color scheme. Monel Metal’s beauty 
does not dim with age—it stays bright even in hardest use. It is sig- 
nificant that it is now standard for soda fountain construction. 

Monel Metal will not rust. It resists corrosion. It has no coating 
to chip, crack or wear off. It is tough and strong as steel. 

Monel Metal sinks are now readily available through regular 
supply channels or they can be easily built to meet customers’ 
special requirements. 

If you will only mention Monel Metal to your quality customers, 
you can “cash in” on the national advertising supporting a nation- 
wide campaign to introduce Monel Metal into millions of homes. 
Send for more information. 


Mone! Meta! is a technically controlled Nickel-Copper alloy of high Nickel! content. 


It is mined, smelted, refined, roiled and marketed solely by The International 
Nickel Company, Inc. The name ‘‘Monel Metai’’ is a registered trade mark. 


One of 56 Monel Metal pantry 
sinks installed in the modern apart- 
ment building at 1500 Lake Shore 
Drive, Chicago, Ill. supplied by 
the Elkay Mfg. Co. of Chicago. 





Exterior of apartment building 
at 1500 Lake Shore Drive, 
Chicago, where 56 Monel Metal 
sinks were installed. McNally @ 
Quinn, of Chicago, Architects. 
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THE INTERNATIONAL NICKEL COMPANY, INC., 67 WALL STREET, NEW YORK, N. Y. 
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code made its appearance, right then the universal 
code project received its greatest boost. While the 
universal code is still a considerable distance away, 
one state after another is found adopting the Hoover 
code, one city after another, until finally we may 
find that pretty much the entire country has taken 
this course, and that appears to us to mean that 
almost without knowing it, the country has adopted 
a universal plumbing code. 


Discussion of the Main Trap 


All but one of the letters received, which discuss 
the Indiana code, make mention of the use of the 
main trap and fresh air inlet. 

Buck and Boyd Co. of Vincennes, write as follows: 

“There are naturally some things in this code 
which are open to argument, and we agree with Mr. 
































Fig. 5 
Starbuck's comments in most As a matter 
of fact, there is only one point in particular on which 
we disagree with him, and that is his comment in 
reference to the main building trap. 

“We agree that a main building trap is not only 
unnecessary but that it is a detriment to a job rather 
than an advantage, and we believe that the building 
trap should be prohibited. However, if a main 
building trap is to be used at all, we feel that the 
Indiana code describes the only correct way in which 
it can be used. 

“He asks why, if this trap is to be employed, should 
the fresh air inlet be carried through the roof, owing 
to the fact that this adds an additional bill of ex- 
pense, and he questions its advantage. In this con- 
nection, we wish to state that we believe anyone in 
the plumbing business recognizes the fact that a 
so-called fresh air inlet on a main building trap is 
not in reality a fresh air inlet, but is a relief vent 
which amounts to the same thing as a foul air outlet. 

“In other words, if a soil line is full of foul air, 
and a closet in the building is flushed, there will be 
an outlet of foul air from a so-called fresh air inlet. 
This is sometimes very offensive, and it is certainly 
not sanitary. We therefore feel that if a fresh air 
inlet is installed, it should by all means be extended 


Cases. 


above the roof.” 

In Mr. Beeler’s comment there is this reference 
to the main trap: 

“The main building trap shown in figure 2, with 
the fresh air vent run above the roof, should be en- 
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tirely eliminated, as I consider it an obstruction in 
the sewer; it adds to the cost of plumbing work, and 
in a great many instances is unsightly and cannot be 
concealed, and it is of very little benefit.” 

Mr. Meerhoff says:—“We are against the main 
trap entirely, upon the argument that a dozen or 
forty 3-inch or 4-inch soil stacks in every block, 
properly vented, would take care of all vitiated air 
in the sewers, and prevent frozen vapor at street 
corner inlet gutter connections at street levels, for 
citizens to enjoy.” 

Mr. Morgan’s remarks on this subject are these :—- 
“I for one, do not favor the main building trap. In 
this code its use is optional. The reason for extend- 
ing the fresh air inlet above the roof is to dispense 
with the chance of unpleasant odors being forced out 
of the fresh air inlet at some point near the grade 
line, or near a window. If run above the roof this 
cannot happen.” 

Certainly the fresh air inlet, as above stated, is 
much more a foul air outlet. 

In the ordinary house with its 4-inch stack, it is our 
opinion that there will be better circulation through 
the system with the fresh air inlet opening at grade 
or not far above it, than when the inlet pipe runs 
through the roof, and there is this column of air 
to move. 

While the issuing of foul air through the fresh air 
inlet is without doubt offensive in some instances, 
cities using the main trap and calling for the instal- 
lation of the fresh air inlet under correct conditions, 
generally suffer little annoyance. 

In this connection it may be well to recall the fact 
that modern knowledge of sewer air and gas shows 
them to be much less harmful than once supposed. 
A very thorough investigation into this entire sub- 
ject by an English government commission brought 
out this reassuring information, and incidentally 
found nothing favorable to the employment of the 
main trap on a house drain or sewer. 

It may be of interest to know that some cities that 
still stick to the main trap, are calling for it to be 
installed with a fresh air inlet running through the 
roof and with a roof vent taken from the sewer side 
of the trap. These connections are shown in Fig. 1. 

Messrs. Meerhoff and Morgan express opposite 
views concerning the connection of several lavatories 
into one trap. 

The former says:—“We object to 5 or 6 feet of 
lavatory or sink waste between trap and fixture, 
passing foul air into the room at each discharge of 
one of the fixtures. The economy in cost saved by 
this practice is negligible.” 

Mr. Morgan asks this question,—“Other than the 
wish to make an installation cost more, just what 
safe and sanitary argument can be put up against 
this kind of installation?” 

Mr. Meerhoff hits upon one objection when he 
mentions the passage of foul air into the room. By 
this he means that in this sort of installation there 
are two or more long runs of exposed waste pipe 
giving off foul odors which may pass into the room 
through the fixture outlets. We think there is no 

(Continued on Page 150) 
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MORE PROFIT to YOU in its 
MODERN 
LINES 








As up-to-date, as good-looking and 


trouble-free as this year’s motor car 


Nee ADAYS people demand the 
new and modern in everything. 
They want 1929 automobiles ... the 
latest style in clothes .. . up-to-date 
homes. 

Prove this for yourself. Put a T/N in 
your show-room and watch it make 








people stop, look, and ask about it. 








iis italia iinet They’re surprised at its moderate cost 


Buffalo, June 25-27 and non-overflow feature. Its quiet- 
ially invited ) ‘ 
Miami an accra Regs Mg a ness astonishes them. They can’t help 


Buffalo for the convention. We'll be e . e 
leestad in booth 6—end & will be a telling other people. First thing you 


pleasure to welcome you. . 
know you've gota profitable business 
on this one item. 


Plumbing contractors by the hund- 


es - Bie Wes —_e. .' reds everywhere in the country are 
ae i‘ “al ha G a — making money on T/N. It’s easy for 
bt al "i swewimes plumbers to handle. Everything 

\ FEE Pant ll 2 comes packed in one crate. Even 


the seat. And only two connections 
are necessary to install it. To get 
T/N, write us for the name =e F 

of your nearest jobber. Oy 3.0] 





1N went 





Patented. Pat. Pend 





THIS HOME T/N INSTALLED 


Residence of Mr. Edmund L. Jones, 3006 45th St., Washington, D. C. 


W.A. CASE & SON MFG. CO. 
Established 1853 


Dept. 506, 220 Delaware Ave., Buffalo, N. Y. 


Gordon FE. MacNeil, Architect 


E. G. Schafer Co., Jobbers 


ONE PIECE WN WATER CLOSET 











RETAIL ADVERTISING SERVICE 


These pages this week carry two single column newspaper ads, one two-column newspaper 


ad, the usual sales letter and two publicity items. 


Also included is the second of the “window- 


grams” with instructions for its use. The cuts for the single-column ads cost 35c each or $4.20 
for twelve wecks’ service. Cost of cut for two-column ad ts 50c. 
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Bathroom Styles 
Have Changed, Too! 


E are, 


doubtless, much more 





in automobiles than in plumbing— 
but the fact remains that in beauty 
and utility plumbing fixtures have 
changed as much as other products. 
Design and color today make possible 
the planning of bathrooms and kitch- 
ens which will give them a distinction 
of their own. We would welcome a 
visit to our display so that you may 
acquaint yourself with whats new 
in plumbing. 


—EE sR eenesaen 


| (In this space your Name, Telephone 


Number and Address) 


i cteaierniieinenionen 


NEWSPAPER AD No. 23 





WE HAVE ONE FOOT IN 
FUTURE—ONE IN PAST 


’” 


‘Most of us,’’ says Harry Brown, 
local plumbing and heating contractor, 
“are ahead of ourselves in some ways 
and woefully behind in others. We 
read magazines dated next month and 
get tomorrow’s paper today; we strive 
for ‘futuristic’ designs in furniture and 
so on, while content with out-of-date 
Plumbing and heating design. 

“We're in the past, there. We'll 
have 1930 model automobiles before 
1929 has run its course, but we’ll still 
be using 1910 bathrooms and kitchens. 
Housewives who will wear the au- 
tumn’s styles in millinery this summer 
are still putting up with kitchen sinks, 
bath tubs and water heating equip- 
ment that go back to the days of leg- 
o’-mutton sleeves, bustles and pompa- 
dours. 

“We might just as well be modern 
all along the line.’’ 


conscious of the style changes |) 


SALES LETTER 
No. 11 


HARRY BROWN 
PLUMBING & HEATING 


Two Rivers, N. Y., 
June 1, 1929. 

Mr. Edward Jones, 

Two Rivers, N. Y. 

Dear Sir: 

We are all of uS aware 
of the element of style as 
it affects various products 
—while taking styles in 
such fundamentals as plumb— 
ing and heating for granted. 

But there has been a re—- 
markable style movement in 
these two fields. In heat- 
ing, for instance, the ad— 
vances made have reclaimed 
the basement, making it pos-— 
Sible to enjoy recreation 
Space where there has been 
hitherto only waste space. 
This has been made possible 
by the introduction of the 
new forms of fuels and 
boilers built to burn them 
efficiently. 

In plumbing there has 
been an advance in design 
and the introduction of 
color to make striking a 
room which has hitherto 
been considered only from a 
utilitarian standpoint. 

If you are planning a 
new home—or if you plan to 
remodel your present home— 
we suggest a visit to our 
display rooms so that you 
may know in detail the won- 
derful advances which have 
been made. 

If you have rental prop-— 
erty we believe we can show 
you how to increase its in- 
come. 

We invite you cordially 
to visit our display rooms. 

Very truly yours, 
HARRY BROWN. 





ERE are two newspaper 
H publicity items — clip 
them and hand them to your 
local paper. They represent 
valuable sales help. 
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HY is it that the finer home, 

with eight or nine rooms, has 
radiator heat—or that big buildings 
are so heated? It is because this is the 
system built by science, with results 
predetermined and capable of control 
within narrow limits. If you are build- 
ing a new home—or thinking of 
remodeling an older home—we sug- 
gest consideration of radiator heat as 
offering comfort, economy and con- | 
venience in a degree not possible to |; 
'| other systems of heating. 

















(In this space your Name, Telephone 


| Number and Address) 








NEWSPAPER AD No. 24 





HAVE YOU PROPER 
HEATING PLANT GADGETS? 


“You know how it is with an auto- 
mobile,’ says Harry Brown, local 
heating contractor. ‘“‘They used to 
deliver them to you with the chassis 
almost nude. Now public demand has 
made the extra gadgets a part of the 
car because they contribute to ease 
and comfort in driving. 

“‘So with the heating plant. It used 
to be a piece of equipment in which 
you built a fire. Now it’s as sensitive 
a mechanism as your car. If you have 
the right gadgets, it never lets the 
weather get the best of it. In the 
morning it works like the self-starter 
on an automobile—you set an alarm 
clock—not for yourself, but for the 
heating plant—and when that alarm 
goes off, the heating plant goes to 
work to get the house warm before 
getting up time. Ask the man who 
owns one.” 





Practical Advertising Helps 












































For those of our sub- 
scribers who want to use 
two-column or larger 
ads, the illustration cut 
is available at 50c. Write 
us and tell us if you 
want the large one. We'll 
send it immediately. 
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as Much as the Style of Your Car? considered as a campaign— 
each piece of copy ought to fit 
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OU may not be aware of the tremendous style mio a@ progressive campaign. 
; . ;' These pages, for instance, will 
changes in plumbing ware. Color and design have +~ nid! 

a help build brief efforts on acces- 
so greatly affected these products that today it is pos- ceules amit om. calieten hash 
sible to produce a strikingly beautiful bathroom in any Each piece of copy ought to be 
type of home. ' strengthened by others—as the 

sales letter helps the newspaper 
We invite you cordially to see our displays of colored ad, and the publicity item helps 
ware and the latest designs in the conventional white. both. 





(In this space your Name, Telephone Number and Address) 











NEWSPAPER AD No. 25 





How to handle the window card , 
shown at right 


66 T°. 4° 99 

Fittings” 
A Window Display Suggestion—No. 4 | 
Here are just a few members of 
Take half a dozen sizes of elbows and other 


fittings from your bins and arrange them ih “steps” the fitting family used in putting 


on some part of the floor of your window, with the plumbing in your home. 

card directly in back of them. The best arrange- ¥ 

ment would be to arrange them in lines at right Everv one of the thousands we 
angles to the window, each line ending at the foot “ | 

of the card, the largest sizes at the window, the carry in stock has to be right ~ 


smallest at the card. This will lead the eye nat- 
urally to the card. 

You can have the copy for the card set up by than the poorest fittings in it. 
your local printer, or you can have your local sign 
writer or show card writer letter it by hand for 


no plumbing job will be better 


>] 
you. Whichever course you follow, be sure that That’s why we stock only 
your card is of first-class appearance. Don’t try . —— 
to do the thing cheaply—pay a dollar or two so Quality Fittings 


that your card will be as good looking as any in 
any other store on your street. 
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THE WALWORTH 


PARMELEE 
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A GRIP OF STEEL 


takes hold like the human hand 


The Walworth Parmelee is the toothless wonder 
among pipe tools. With knuckles and fingers of 
forged steel, it grips like a human hand of gigantic 
strength. 


All parts of the Parmelee are now given the special 
Pyrochron heat treatment which is used to 
strengthen and toughen the Master Stillson. Asa 
result, this improved Parmelee is far more durable 
than the old wrench. 


The Parmelee is at its best on brass pipe and smooth 
rods, and in close quarters where elbow room is 
scarce. It is made in two types; No. 1 Sleeve Lock; 
and four sizes of the Nut Lock pattern, for 3% to 
1 inch, 1 to 2 inch, 2 to 3 inch and 3 to 4 inch pipe 
respectively. 


WALWORTH 


Walworth Company, General Sales Offices: 51 East 42nd St., New York 
Plants at Boston, Mass.; Kewanee, IIl.; Greensburg, Pa., and Attalla, Ala. 
Distributors in Principal Cities of the World 


Walworth International Co., 11 Broadway, New York, Foreign Representative 
Walworth Company, Limited, 620 Cathcart Street, Montreal, P. Q. 














~ SUPPLY 


NEWS 


AMONG MANUFACTURERS, WHOLESALERS AND SALESMEN 








Hudson Plumbing Supply Co. Ready for Business 

Hudson Plumbing Supply Co. has just been organ- 
ized and has started in business at 867 New Britain 
avenue, Hartford, Conn. The company has a show- 
room and about 10,000 sq. ft. of floor space. Its 
officers are H, K. Herbenson, president and treasurer, 
and Rk. EK. Herbenson, secretary and sales manager. 

© 
To Hold First International Heating and 
Ventilating Exposition 

The first International Heating and Ventilating Fx- 
position is to be held at the Commercial Museum, Phila- 
delphia, January 27 to 31 inclusive, under the auspices 
of the American Society of Heating and Ventilating En- 
gineers, which will hold its thirty-sixth annual meeting 
during that time. 

President Thornton Lewis has reappointed the ex- 
position advisory committee, and added other members 
to it. It is now composed of: H. P. Gant, chairman, 
York Heating & Ventilating Co.; A. S. Armagnac, 
Heating & Ventilating Magazine; D. S. Dogden, Edison 
Electric Illuminating Co., of Boston; A. C. Edgar, 
Certified Heating Association, Inc.; Roswell Farnham, 
Buffalo Forge Co.; C. V. Haynes, Hoffman Specialty 
Co.; E. B. Langenberg, Langenberg Mfg. Co.; J. I. 
Lyle, Carrier Engineering Corp.; F. J. McIntire, United 
States Radiator Corp.; H. C. Murphy, Reed Air Filter 
Co.; F. R. Still, American Blower Co.; E. K. Webster, 
Warren Webster & Co.; H. L. 
Whitelaw, American Gas 
Products Co. 

The products which will be 
shown will include every type 
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used in heating and ventilating, encompassing the fur- 
naces and burners in which combustion is performed, 
the equipment in which either air, water or other fluid 
is heated which ts used for the transter of heat; steam 
boilers; the system used to distribute the heat and the 
radiators for diffusing it in order to create comfort for 
the human, animal or plant; this range of equipment 
will include what is used in the individual home as well 
as what is used in the industrial plant. 

The International Exposition Co., which has a wide 
experience in the management of such expositions, has 
been selected to take care of the details of the exposi- 
tion. Sixty-five exhibitors have already taken space 
for the exposition, and it is felt by members of the 
society that the exposition hall will be filled to capacity 
by the time of the meeting. 

® 
Kohler Co. Opens New Atlanta Showroom 


The Kohler Co.’s new showroom in Atlanta, Ga., 
opened recently at 662-664 Peachtree street, N. l., offers 
more than double the floor space formerly available in 
the display area at 54 Pryor street, N. kk. The show- 
room occupies the ground floor of the Yaarab Mosque 
Temple building, located in one of the newer business 
sections of Atlanta. Raymond C. Snow, Atlanta archi- 
tect, designed the newest Kohler showroom, which its in 
charge of M. C. Byrne, branch manager. 

Deep display windows arranged to permit an unob- 
structed view of the show- 
room from the outside, an at- 
tractive interior design, in- 
cluding a dark green terrazzo 
floor, set off the fixtures and 
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Views of the interior of the new Atlanta showroom of Kohler Co., of Kohler, Wis. In the picture at the lower left are 
shown two electric plants equipped for demonstration 
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accessories, and make them more attractive to visitors 
and passersby. 

Three interesting bathrooms, two of which have col- 
ored fixtures, open off of the main exhibit. Lavender 
fixtures in a setting of green are harmonized in one 
room. Brown fixtures are shown in a second bathroom, 
and white fixtures are displayed in a third. 

* 
Appoint Bureau Finance Committee 

The following communication has recently been 
received from the Plumbing and Heating Industries 
Bureau. 

The appointment of a finance committee of ten to 
raise the budget of $500,000 authorized by the board 
of directors of the Plumbing and Heating Industries 
Bureau is announced by Jere Sheehan, Jr., president 
of the board. While the committee of ten functions 
as one committee, for practical working purposes it 
is grouped as a New York committee, a Pittsburgh 
committee, and a Chicago committee. Each commit- 
tee has a representative of the contractors, whole- 
salers, and manufacturers. 

Following are members of the committee for the 
New York trading area: A. M. Maddock of Thos. 
Maddock’s Sons Co., Trenton, N. J.; Frank B. La- 
sette, New York City; Henry Gasner of Simon Gas- 
ner & Sons Co., Brooklyn, N. Y.; and M. V. Gold- 
smith of Sam $. Glauber Co., New York City. Mr. 
(gasner represents the wholesalers of Brooklyn, and 
Mr. Goldsmith represents the New York whole- 
salers. The New York district includes eastern New 
York, New Jersey, Maine, New Hampshire, Vermont, 
Massachusetts, Rhode Island, and Connecticut. 

The committee for the Pittsburgh trading area com- 
prises M. B. Koblitz of the Josam Mfg. Co., Cleve- 
land, Ohio; Harry L. Andrews of the Anchor San- 
itary Co., Pittsburgh, Pa., and James H. Lutz, Jr., of 
Harrisburg, Pa. This committee is in charge of the 
finance campaign in Pennsylvania, Maryland, West- 
ern New York, and West Virginia. 

Included in the Chicago committee are R. J. Weber 
of J. G. Weber Co., Chicago; H. C. Yelton of the 
Inland Supply Co., Chicago; and Charles C. Stringer 
of Stringer Brothers Co., Inc., Chicago. The Chicago 
district includes Illinois, Indiana, Wisconsin, Mis- 
sourl, Michigan, Minnesota, and Iowa. 

Ikach committee has met and planned quotas for 
its area. The chief object of each committee is to 
obtain greater financial support for the bureau from 
among the smaller manufacturers, the wholesalers, 
and the contractors. The committee so far has met 
with considerable success in the contracting group. 
Resolutions endorsing the work of the bureau were 
passed at all state conventions. At some conventions 
the plan of asking a minimum subscription from all 
individual members of the state association was ap- 
proved. Pledges totaling from $1,800 to $3,000 were 
made on the floor of various state conventions during 
the year. 

kach committee is endeavoring to extend its activ- 
ities beyond its immediate trading area by the ap- 

pointment of representatives in other cities. [ach 
member of the Chicago committee, for instance, will 
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appoint a representative in Minneapolis, St. Paul, 
Milwaukee, Des Moines, Omaha and Indianapolis. 

The West Coast was organized for financing when 
the three bureau offices were established a year ago. 
The bureau’s interests in this section continue in 
charge of a committee of men from Southern Cali- 
fornia, Northern California, Oregon, and Washing- 
ton. 

Field men in New York, Pittsburgh, and San Fran- 
cisco are functioning as secretaries of the finance 
committees. The Chicago committee is having the 
secretarial assistance of the bureau headquarters 
staff. 

© 
Open Another Service Branch 

The Brown-Wales Co., wholesalers of Boston, Mass., 
recently opened a new service store at 2081 Massachu- 
setts avenue, North Cambridge, Mass., which is to serve 
plumbing and heating contractors in Cambridge, Somer- 
ville, Medford, Winchester, Arlington, Lexington and 
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The new service store of the Brown-Wales Co., at 2081 Massa- 
chusetts avenue, North Cambridge, Mass. 


other nearby towns. The new service store, a photo- 
graph of which is shown herewith, will be in charge of 
C. W. Mellin. The company also maintains a like store 
at 227 Columbia Road, Dorchester, which is in charge 
of FE. L. Jeffrey. 

+ 
Minneapolis-Honeywell Regulator Co. Expanding 

Minneapolis-Honeywell Regulator Co. of Minneapolis, 
Minn., has purchased additional frontage on Fourth 
avenue, Twenty-seventh street and Iifth avenue in that 
city, which, with its present holdings, practically gives 
the company the entire block, bounded by Fourth avenue, 
Twenty-seventh street, Fifth avenue and Twenty-eighth 
street, providing for additional room for expansion 
needs. 

The company has broken ground and work is now 
under way on a new wing which will add 50,000 sq. 
ft. of floor space to the plant. This addition will be six 
stories above the basement and it will be symmetrical 
in appearance with that part of the plant which was 
built in 1927. The construction will be entirely of con- 
crete with pressed brick facing and fireproof. The cost 
of the new addition will involve an expenditure of $150,- 
O00, and it will call for new equipment that will cost 
about $75,000, 
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National Pipe and Supplies Association 
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Cc F. Harvey, newly 
elected president 


ANUFACTURERS and distributors from 
all sections of the country, gathered at 
Pittsburgh, Pa., May 13, 14 and 15 for the 

twentieth annual convention of the National Pipe 

and Supplies Association, broke all past attendance 
records for meetings of the organization. 

The markets on steel pipe, wrought iron pipe, 
enameled ware, plumbers’ brass goods, valves, fit- 
tings, pottery, soil pipe and 
boilers and radiation were 
reviewed by manufacturers 
of these products. Intense 
interest was apparent in the 
pipe situation and the re- 
port of the special pipe 
committee was followed 
with comments by distrib- 
utors regarding the pipe 
market in their respective 
territories. 

Monday, the first day of 
the convention, was given 
over to social activities. 
The day was spent at the 
Pittsburgh Field Club 
where a golf tournament 
was held and that evening dinner was served at the 
club and the golf prizes were awarded. 


Elect New Officers 


C. F. Harvey of A, Harvey’s Sons’ Mfg. Co., De- 
troit, Mich., was elevated to the presidency of the 
association, succeeding W. C. Hanson of E. G. 
Schafer Co., Washington, D. C. Mr. Harvey had 
formerly held the office of first vice president of the 


J. Harvey Borton, first vice 
president 


a’ 


association. 

J. H. Borton of the Hajoca Corp., Philadelphia, 
Pa., who has held the office of second vice president 
during the past year, was elected first vice president. 

J. C. McEwen of the Davies Supply Co., Chicago, 
tormerly a member of the executive committee, was 
elected second vice president. H. L. Andrews of 
the Anchor Sanitary Co., Pittsburgh, was re-elected 
treasurer. 


W. J. Spillane of James B. Clow & Sons, Chi- 


Reviews Business 
Situation 


C. F. Harvey Elected Presi- 
dent; Pipe Market Given 
Special Attention 
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retiring 


Hanson, 
president 


Ww. Cc. 


cago, L. B. Peeples of Crane Co., Los Angeles, 
Calif., and I. A. Peden of Peden Iron & Steel Co., 
Houston, Tex., were elected members of the execu- 
tive committee. The other members of this com- 
mittee are J. J. McArdle of McArdle & Cooney, 
Inc., Philadelphia, Pa., A. B. Pierce of N. O. Nelson 
Mtg. Co., St. Louis, Mo., M. M. Cochran of Cochran- 
Sargent Co., St. Paul, Minn., Leo M. O'Neil of M. 
()’ Neil Supply Co.. Brook- 
lyn, N. Y. and Murray W. 
Sales of Murray W. Sales 
& Co., Detroit, Mich. 

The retiring members of 


auigaee 


the executive committee 
are Francis J. Baker ot 
George H. Tay Co., San 
Francisco, Calif., J. C. Me- 


wen, newly elected second 
vice president, and J. A. 
Vann of the Young & Vann 
Supply Co., Birmingham, 
Ala. 

W. C. Hanson, the retir- 
ing president, was elected 
to the advisory board in 
place of Guilford R. Adams 
of Samuel Sloan & Co., Rochester, N..Y. M. W. Den- 
nison of Braman, Dow & Co., Boston, Mass. and 
W. E. Clow, Jr., of James B. Clow & Sons, Chicago, 
are the other members of the board. 

It was voted to hold the next 
association at White Sulphur Springs, Va. 


J. C. MeEwen, second vice 
president 


meeting of the 


The Convention Opens 

The convention was officially called to order on 
Tuesday morning by Vice President C. fF, Harvey. 
William B. sryar of the Bailey-Farrell Mtg. Co., 
Pittsburgh, general chairman of the convention com- 
mittee, welcomed the visitors to the city. 

Upon taking the chair and making a few brief re- 
marks President Hanson named a nominating com- 
mittee and a resolutions committee, both to func- 
tion during the convention. 

Appointed on the nominating committee were: 
A, the Tomlinson Co., Philadel- 


Tomlinson of 
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UseSTA 
on those ‘ONE-PIPE’ 
Steam Jobs, foo!" 


Two very important require- 
ments of a valve for use on one 

ipe jobs are that it must not 
oo around the stem and it 
must have sufficient lift toallow 
for return of condensed steam. 





ng 


Hee PRE 





never need re-packing 


—— 








X 3 
fe 
ay 
* Dears hee x 4 
xa es 
2 
5. 5 























Will not _—, This special STA-PAK packing is : , 
around the| — inserted under pressure and held Because of the special packing 
estan chee. — in place by tens.on of spring against which is inserted under pres- 
| — - brass washer. | ° l t 
-— Packing never needs replac.ng — son — & ee neon 
—_—- al is everrequiredand this feature 





— makes the Sta-Pak absolutely | 
Notice extremely high lift leak- roof. F urthermore, the 
Sen titer tien: ak Mean lift of a Sta-Pak is two and one 
opens or closes the valve. half times greaterthan actually 
required for one pipe jobs. The 
cost is but little more than 
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This Nut is made of charged for ordinary valves, 
Perens a. . nn while the customer satisfaction 
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— oe Soe is incomparable— use Sta-Pak 


than cast brass. 







valves on one pipe work and on 
every other type of steam job. 





























Wholesalers: 


Sta-Pak valves assure customer 
satisfaction and allow you a 
liberal margin. Write for details. 








Patent applied for. 


Bohn Aluminum & Brass Corporation N 


APITOL BRASS DIVISIO 


MANUFACTURERS OF BRASS VALVES, BOILER TRIMMINGS AND PLUMBERS’ BRASS GOODS 


DETROIT ~ MICHIGAN 
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phia, chairman, Leo M. O’Neil of M. O’Neil Sup- 
ply Co., Brooklyn, Carl Weiland of the Central Sup- 
ply Co., Indianapolis, Ind., M. W. Dennison of Bra- 
man, Dow & Co., Boston, and C. R. Crane II, Crane Co. 

Named on the resolutions committee were: J. A. 
Vann, Young & Vann Supply Co., Birmingham, Ala., 
chairman, J. Walter Mills, Jr., of the Rhode Island Sup- 
ply & Sprinkler Co., Providence, R. I.; R. A. Plant, of 
the Plant-Rose Co., Inc., Los Angeles, Calif.; W. H. 
Wigman, of the Wigman 
Co., Sioux City, Ia. 


Report Business Situation 


C. F. Cruciger, general 
sales manager of Spang, 
Chalfant & Co., Inc., Pitts- 
burgh, read a paper dealing 
with the steel pipe situa- 
tion. 

H. F. Mattern, general 
sales manager of the Read- 
ing Iron Co., Reading, Pa., 
reported on the wrought 
iron pipe business. 

Robert E. Sargent, sen- FF. W. Swanson, president, 
eral manager of sales, Central Supply Association 
Standard Sanitary Mfg. 

Co., Pittsburgh, outlined the situation in_ the 
enameled ware industry. 

Harry E. Speakman, vice president of the Speak- 
man Co., Wilmington, Del., read a paper covering 
the situation in plumbers’ brass goods. 

William H. Utz, general manager of sales, Jenkins 
sros., New York City, talked on the valve market, 
and H. W. Seymour, general sales manager of Crane 
Co., Chicago, discussed the fittings situation. 

A. M. Maddock of Thomas Maddock’s Sons Co., 
Trenton, N. J., gave some interesting figures rela- 
tive to the growth of the pottery industry. William 
M. Byrd, Jr., vice president and general sales man- 
ager of the Alabama Pipe Co., Anniston, Ala., read 
a paper covering the soil pipe market. 

W. M. Cosgrove, vice president of the American 
Radiator Co., New York City, read an interesting 
paper which he had prepared pertaining to the pres- 
ent and future market for boilers and radiation. 





The New Members 


Leo M. O’Neil, chairman of the membership com- 
mittee, reported that 39 new members had _ been 
secured since the 1928 convention. Each of the new 
members was asked to rise and upon so doing was 
introduced to the organization. Among the new 
members are: Cunningham Plumbing Supply Co., 
Washington, D. C., Crane Co., Baltimore, Md., Mc- 
Ardle & Walsh, Inc., Baltimore, Crane Co., Indian- 
apolis, Ind., Jackson Supply Co., Indianapolis. Crane 
Co., Cincinnati, Ohio, Ford & Kendig Co., Philadel- 
phia, Hughes Supply Co., Mansfield, Ohio, Ross- 
Willoughby Co., Columbus and Springfield, Ohio, 
branches, Merkel Bros. Co., Thomas J. Nichol Co., 
Mutual Mfg. & Supply Co., Lawson-Darroch and 
Doermann-Roehrer Co., all of Cincinnati, August 
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3uschmann & Sons, Inc., Indianapolis, Industrial 
Supply Co., Terre Haute, Ind., Standard Supply & 
Equipment Co., and Pittsburgh Supply Co., both of 
Pittsburgh, United Plumbers Supply Co., New York 
City, Buffalo Plumbing Supply Co., F. M. Dellwardt 
& Sons, Inc., Frontier Water & Steam Supply Co., 
Penn Yo Plumbing Supply Co., Schaefer Plumbing 
Supply Co., Inc. and Crane Co., all of Buffalo, N. Y., 
Wheeling Machine Products Co., Wheeling, W. Va., 
Crane Co., Birmingham, 
Ala., Harris Pump & Sup- 
ply Co., Pittsburgh, Unt- 
versal Valve & Fittings 
Co., Cleveland, Ohio, Nel- 
son Co., Detroit and Ma- 
lone Plumbing Supply Co., 
Pittsburgh. On March 8, 
Crane Co., Chicago, became 
the parent house. 


Review Pipe Market 


H. Willoughby of Crane 
Co., Columbus, Ohio, chair- 
man of the pipe committee, 
atin dp een eetiees, Teported on the commit- 
Eastern Supply Association tee’s activities since the 

last convention and_ told 
something of the group meetings that had been 
held. When he had finished, J. H. Borton asked for 
comments from the various distributors. 

George Jones of Crane Co., Cincinnati, remarked 
that the situation in his territory was satisfactory, 
adding that local meetings had proved beneficial. 

F. W. Swanson of the Globe Machinery & Supply 
Co., Des Moines, Ia., said that in his experience the 
market was firm and that the mills were anxious to 
cooperate with the distributors. Mr. Swanson re 
marked that group meetings are held once a month 
with good results. He said the re-sale price on 
wrought iron pipe was operating very satisfactorily. 

W. E. Clow, Jr., of Chicago, said that while he 
has been out of touch with the pipe market, he under- 
stands that it is now fairly satisfactory in Chicago, 
although prices are not as firm as they might be. 
He added that group meetings are usually held once 
a month, although sometimes as often as every week. 

Henry T. Cole, Harris Pump & Supply Co., of 
Pittsburgh, reported that the distributors in his city 
meet once a month and sometimes more frequently. 
He also said that the situation its better than it was 
six months or a year ago. 

Leo M. O'Neil of New York City said that he could 
not make a very favorable report for New York City, 
as the market has been unstable since last fall. Mr. 
©’Neil remarked that the re-sale price on wrought 
iron pipe was, in general, producing splendid results. 

A strong market in Philadelphia with a fair return 
on their investment was reported by J. J. McArdle, 
of that city. 

Alvin M. Smith of Richmond, Va., finds that the 
pipe situation in the southern states is spotty. He 
added that conditions are best where group meetings 
are being held. 

J. A. Vann of Birmingham, Ala., stated that group 
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When you 


ask for if.. 
... be sure 


you get it/ 


You'll find this 


red tag on every 
Genuine Barnes 


—_— you ask for a Barnes cutter, 
if you really want the Genuine, be 
sure to ask for it by name... the 
Genuine Barnes. 


It is made by the Barnes Tool Com- 
pany, New Haven, Conn., the organiza- 
tion that originally created it and patented 


it in 1887. 


Every Genuine Barnes is hand-tested 
for accuracy before it leaves our plant. 
Every Genuine Barnes carries the red 
tag and the Barnes trade mark and is 
fully guaranteed to give complete satis- 
faction. For 51 years it has been a genuine 
friend to plumbers and steam fitters. 


Comesineight sizes tocut any pipe 
5 up to twelve inches. Carried by “:) 
leading supply dealerseverywhere 


The Barnes Tool Company, Inc. 
Creators of the Genuine Three-Wheel Barnes 


New Haven 7 7 y Conn. 








_and intensive study can be 





June 1, 1929 


meetings were proving of benefit in his territory. 

©. R, Manners of Manners-Motz Co., St. Paul. 
Minn., said that the pipe market has improved re- 
cently, and that the group meetings are largely re 
sponsible for the betterment. 


L. U. Noland of Noland Co., Inc., Newport News, 
Va., said that in Washington, D. C., Virginia, North 
Carolina, Georgia, Tennessee and South Carolina, 
with the exception of one city in this last mentioned 
state, the pipe market is satisfactory. 


President’s Report 


[In his annual report on the year’s activities Presi 
dent Hanson devoted considerable time to the sul 
ject of local group meetings 
of distributors. He said in 
part: ‘““Many advantages are 
to be gained by such local 
meetings as sufficient time 
can be devoted to the crea- 
tion of credit associations 
which are so sorely needed, 


made of plans for greater 
outlets through sales promo- 
tion and_ merchandising 
methods, deferred payment 
selling, co-operation with lo- 
cal plumbers and _ steamfit- 
ters’ organizations and many 
activities which only a small 
group can handle well.” Mr. 
Hanson feels that an officer of the association should, 
whenever possible, attend the group meetings. 


Ww. E. MeCollum, secretary, 
Central Supply Association 


The president also went into some detail concern 
ing the importance of research work, and remarked 
that it is fundamental in all well run business enter 
prises. He explained the survey the association has 
made on pipe conditions and also the piece of re 
search work it has done as regards individual pipe dis 
tributors, 


Cooperation With Your Customers 


N. J. Kennedy, business manager of the Detroit 
(Mich.) Association of Sanitary and Heating Con 
tractors, was the principal speaker on the program 
Tuesday afternoon, taking as his subject “Coopera- 
tion with your customers.” 

Mr. Kennedy explained that he has been connected 
with the operating end of the plumbing and heating 
industry for many years and that he welcomed this 
opportunity to convey to the manufacturers and 
wholesalers some of the trials and tribulations 01 
the contractor, adding that in his opinion many o! 
the problems between the two groups were due tv 
a lack of understanding. 

He remarked that many manufacturers after dis 
persing their goods give no thought as to their ulti- 
mate installation, apparently being willing to take 
a chance that they will be installed correctly. He 


| explained that the purchaser of plumbing and heat 
| ing products expects them to last for nearly a lite 


time and, if through improper installation, little in 
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WOLF F 


HE AFTON—a name long identi- 

fied with the Pedestal type Lav- 
atory is now supplied with a nicely 
proportioned Center Leg as illustrated. 
This addition to the WOLFF line is 
made in response to a demand for a 
fixture of this style. 


This design is real ‘‘Classy’’ and those 
who desire a fixture with distinction will 
appreciate its artistic as well as dignified 
lines. 
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The lustrous brilliancy of WOLFF 
‘*~DURO-WHITE”’ Enamel retains its 
fine appearance for all time as it is 
scratch and wear proof. 


The many tints of WOLFF ‘‘RAIN- 
BOW ENAMEL” are available and in- 
clude nine very popular tones. 


Other Styles of WOLFF DURO Brass 
Fittings can be furnished in Nickel 
plated or ‘‘DUROCROME?”’ Finishes. 





The illustration shown is taken from one of the pages of the new 16-page 
insert to our General Catalogue ‘‘G’’ just issued. Send for a set of these if 
you have our catalogue, —If not, send for a complete catalogue. 


WOLFF CO. 


“Superior Plumbing Fixtures’”’ 


CHICAGO 











SUBERIOR PLUMBING FIXTURES 
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BRANFORD UNIONS 


The Branford Unions always have 














Been careful of their clothes, 


That they are neat appearing 







Most everybody knows. 


Their tailor said the other day, 













“To work with you is fine, 





Branford 
300 Pounds 


Branford Junior 
250 Pounds 











Your measurements are so exact, 






You'll fit in every line.’’ 
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conveniences are built up around the goods. the in- 
convenience will continue for the life of the product, 
and the manufacturers’ goods and name will be con- 
demned long after the name of the contractor who 
made the poor installation has been forgotten. 

The speaker said that the only condition under 
which the manufacturer could assume a responsibility 
for his goods after installation was by careful selec- 
tion of his distributors. Mr. Kennedy cited a num- 
ber of instances where incorrect installation by con- 
tractors had resulted in condemning the manufac- 
turer of the product. 

He said that under his plan of “selective distribu- 
tion,’ the selection of the proper distributor is of 
utmost importance for the manufacturer, and that 
after selecting the jobber the next important thing 
to be considered is the selection of the master 
plumber. Mr. Kennedy feels that a careful selection 
of distributors would result in only certain ones of 
them carrying high grade lines and the better class 
of installers would be centered around these jobbers. 


The Golf Tournament 
The golf tournament which was held on the first 
day of the convention was participated in by more 
than 300 golfers and R. L. Ottke of the Standard 
Sanitary Mfg, Co., Arthur Booth of the Pittsburgh 
Supply Co., M. J. Czarniecki of A. M. Byers Co. 
and F. A. Vance of the National Radiator Corp., the 
members of the golf committee are deserving of con- 
siderable praise for the splendid manner in which 
the meet was conducted. The tournament was held 
at the Pittsburgh Field Club, a beautiful, hilly course. 
Dinner was served at the club in the evening and 
prizes for the day’s play awarded at that time. 
John Graham, M. N. Hosenfeld and J. J. Cheviron 
were the winners in the guest group. 
C. H. McCullough, C. F. Morrow and E. A. 
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Top row: H. Q. Cadman, Pierce, Butler & Pierce Mfg. Corp., 
Pittsburgh; G. A. Weber, Pittsburgh; P. M. Cowan, Kelly- 
How-Thomson Co., Duluth, Minn.; Mack Snively, Pittsburgh. 
Bottom row: S. R. Mitchell, Pittsburgh; C. P. Gabosch. Wal- 
worth Co.; William B. Bryar, Bailey-Farrell Mfg. Co., Pitts- 
burgh, general chairman of convention committee; E. B. 
Keane, Walworth Co., New York City. Photos taken at the 
convention of the National Pipe and Supplies Association 





BURKS 


PS 


Only one mioving part 
A Lite lurnme of SERVICE 


Remarkable Simplicity 
of Design 


Burks Super Turbine Pumps are 
the last word in rugged simplicity. 
The one moving part does not con- 
tact with metal at any point. This 
construction eliminates all wear. 


Picks up dry suction instantly; 
traps and overhead loops in suction 
line do not interfere with its per- 
fect operation. It cannot be made 
to pound or hammer under any 
condition of operation. 


Is it any wonder that plumbers 
everywhere are pushing the sale of 
these pumps and doubling their 
pump profits ? 


Write today for Bulletin No. 86. 


Decatur Pump Company 
DECATUR, ILLINOIS 
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SIMPLEX 


FILUSH - VALVES 





VOCATIONAL SCHOOL, Niagara Falls, N. Y. 
Architect: Kirkpatrick & Cannon, Niagara Fa'ls, N. Y. Plumbing 
Contractor: Matthews Plumbing & Heating Co., Niagara Falls, N 
Heating Contractor: Power Efficiency C a, ‘Buffalo, N. Y. aaa: 
Ww. A. Case & Son Mfg. Co., Niagara Falls, N. Y. 











Simplex Flush Valves and Per- 
fection Floor and Ceiling Plates 
were used throughout in all 
these buildings. Beauty of ap- 
pearance and dependability of 
performance were the deciding 
factors that led to their choice. 
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Have you a copy of our 
IMPERIAL HOTEL, Niagara Falls, N. Y. catalog in your desk? 


Architect: Kirkpatrick & Cannon, Niagara Falls, N. Y. Plumbing 
Contractor: J. E. Seager, Niagara Falls, as ie Heating Contractor: 
Wright & Kremers. Niagara Falls, N. Y. Jobber: W. A. Case & Son 
Mfg. Co., Buffalo, N. Y. 


ee it} PERFECTION 


FLOOR AND CEILING PLATES 
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POLICE AND COMFORT STATION, Niagara Falls, N. Y. 


Architect: Henry G. Mess. canes —— Contractor: Matthews 
Plumbing & aquttas Co. Jobber: _A. Case & Son Mfg. Co. Allof 
Niagara Falls, N. Y. 


&stablished 1594 
NEW BRITAIN, 
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Snyder were the three high gross players for the 
day and each of them received a prize. 
The following were awarded prizes for low gross: 


ee ee 82 eS al og ee ee 94 
M. J. Cegarniecki.........86 «on ea kas bebe ct 94 
ee Pe 86 i Sy R's: 5 dae 00-008 5 
Le BREPEDPOEFICN ..cccccces 89 Eee Tee eee 96 
ArtREP FUPMOEE cccccecvce 90 A SR eee 96 
ee a! 90 FP ee 96 
W. L. Blackmore......... 91 Coe Te BG... 2s 0-6 ose 96 
BE. We Bee, OO. ss ctces 91 Ge SS oe eee dew owuse 97 
W. Hes BPOGMOSE sco ccccccn 92 ee ia De oi eedcewe ee oe 97 
5. Te Md 6 co vewctéece 92 We, Gy I. cc occ cts 97 
ore 93 a Sy Be os haps ee dee’ 97 
oe [el ee eee 93 a.  B- SNS cas Sewone ves 97 


The list below includes those who received prizes 
on the basis of low net scores: 


ee 2 ae G. H. N. 
John J. Kenny... 98 30 68 K. H. Guarman..100 25 75 
W. G. Brewton.. 98 30 68 J. W. Kinnard...110 35 75 
Pr. H. Hornbrock. 97 27 70 D. W. Stockman.106 30 76 
(.. P. Gabosch...100 30 70 C. W. Heltzon... 96 20 76 
Mack Snively... 98 25 73 L. F. Lawson...104 26 78 
Fred Swanson...103 30 73 P. R. Mork..... 108 30 78 
P. J. Midgley....103 30 73 W. C. Mason....110 32 78 
W. H. Howe..... 108 35 73 R. E. Moore..... 103 25 78 
H. C. Stockman... 99 25 74 J. R. Shanklin..103 25 78 


In the kicker’s handicap sweepstakes the follow- 
ing were victors: F. W. Swanson, K. E. Kelly, C. B. 
Gabosch, F. A. Vance, A. G. Getty, Theo. Tafel, Jr., 
D. W. Stockham, H. C. Stockham, C, R. Crane, II, 
R. L. Ottke, R. C. Beaver, W. A. Davis, M. J. Czar- 
niecki, H. J. Bailey, J. J. McArdle, J. S. Weaver, F. 
H. Gaylord, W. M. Gilmore, L. F. Lawson, W. B. 
Tomlinson, 

Pittsburgh Committees 

Other Pittsburgh convention committees that are 
deserving of thanks for their splendid work are: 

William B. Bryar of Bailey-Farrell Mfg. Co., gen- 
eral chairman. 

Finance committee: C, B. Nash of Standard Sani- 
tary Mfg. Co., A. H. Cline of United States Sanitary 
Mtg. Co., T. L. Lewis of A. M. Byers Co. and E. H. 
-ggleston, Jr., of American Radiator Co. 

Program committee: W. T. Todd, Jr., of Somers, 
Filter & Todd Co. and H. L. Andrews of Anchor 
Sanitary Co. 

Entertainment committee: William B. Bryar, C. 
S. Pitkin of Crane Co., John A. Kelly of Iron Gity 
Sanitary Mfg. Co. and W. W. Brown of Youngs- 
town Sheet & Tube Co. 

Ladies entertainment committee: Mesdames C. S. 
Pitkin, George H. Bailey, William B. Bryar, G. W. 
Christopher, A. H. Cline, M. J. Czarniecki, E. H. 
Kggleston, Jr. and John A. Kelly. 

Publicity and transportation committee: R. Payne 
Wettstein of Domestic ENGINEERING. 


The Removal of Rust 


(Continued from Page 67) 


using the inhibitor, it takes 1,350 hours, or about two 
months, to attack the metal to the same extent that it is 
attacked in 13 hours, when no inhibitor is used. 

Commercial compounds are obtainable for use as in- 
hibitors, including (1) an acid extract of coal tar, (2) a 
preparation from slaughter-house waste, (3) a sludge 
from coal tar treatment, and so forth. Mouldy flour or 
bran has also been used, as well as size or glue. 
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AMoMutic 
WATE RNHEA 












Opportunity is knock- 
ing the skin off of her 
knuckles these days... 
Thousands of homes 
will be equipped with 
OHIO Automatic HEAT- 

ERS this season. Are 
you getting a share of 

this business? 





\ 





Write for our dealer 
proposition today, 


THE OHIO HEATER CO. , 


Columbus, Ohio, U. S&S. A. 





We sell 
through the 
plumbing trade 
exclusively 


Many models to choose from 
priced at 


‘XO and up 
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Plumbing and Heating Industry 


HE action taken at Pittsburgh, Pa., on May 15, 

by the manufacturing and wholesale divisions of 

the plumbing and heating industry in adopting a 
set of trade practice rules, was the most important and 
most progressive step ever made by this branch of the 
industry, in the opinion of various leaders of the in- 
dustry, expressed following the meeting. That each rule 
as passed received the unanimous support of the assem- 
blage is of particular significance. 

A membership corporation is to be formed as the per- 
manent organization within the industry for the inter- 
pretation, arbitration and observance of the rules. 

The meeting, which was held at the William Penn 
Hotel, was attended by something like 500 manufactur- 
ers and wholesalers from all parts of the United States. 
This number, however, is far from indicative of the ac- 


tual representation, as many of those present had been 
empowered to vote the proxies of other manufacturers 
and wholesalers who were unable to attend the meeting. 


Seventeen rules in all were adopted and one, dealing 
with “published prices,” was laid on the table. It now 
lies with the Federal Trade Commission to pass upon 
these rules and classify them into Group 1 and Group 2. 
Those that fall into Group 1 are enforceable by the 
Federal Trade Commission, whether a party has sub- 
scribed to them or not. The Group 2 rules will receive 
the moral support of the commission. 


The rules adopted cover the following subjects: in- 
ducing breach of contract, misbranding, misrepresenta- 
tion, price discrimination (selling prices), secret rebates, 
price discrimination (split shipments), price discrimi- 
nation (cartage), lump sum bidding, price discrimina- 


Trade Practice Conference Rules Recommended 


Rule 1—Inducing Breach of Contract 

Inducing or attempting to induce the breach of a con- 
tract between a competitor and his customer during the 
term of such contract, is an unfair method of compe- 
tition. Provided, that nothing in this rule shall be taken 
to prevent a party who has quoted on the material in- 
volved from calling to the attention of the purchaser, 
even though order has been placed, that the list of ma- 
terials for which order has been placed does not conform 
in quantity or quality to the list on which the interested 
party has quoted. 


Rule 2—Misbranding 

Marking or branding of products in the plumbing and 
heating industry should be done in every instance pos- 
sible, but such marking, branding, or failure to brand, 
done for the purpose or with the effect of misleading or 
deceiving purchasers, or prospective purchasers with 
respect to the quantity, quality, size, grade or substance 
of the product purchased, is an unfair trade practice. 


Rule 3—Misrepresentation 
Selling or offering to sell any product of the plumbing 
and heating industry with intent to deceive purchasers or 
prospective purchasers as to the quantity, quality, size, 
grade or substance of such product, is an unfair trade 
practice. 


Rule 4—Price Discrimination (Selling Prices) 

Discrimination in price of plumbing and heating prod- 
ucts between purchasers of the same class, not including 
discrimination in price on account of the difference in 
grade, quantity or quality of the product sold, or which 
makes only due allowance for difference in cost of sell- 
ing and transportation, or discrimination in price in the 
same or different communities not made in good faith 
to meet competition, is an unfair trade practice. Pro- 
vided, however, that nothing in this rule shall be con- 
strued to prevent the publication and use of a special 
quantity price applicable to a definite quantity of goods 
which are placed in one order and at the option of the 
shipper are moved as one shipment: And provided, fur- 
ther, That nothing herein contained shall prevent per- 


sons, firms or corporations engaged in selling plumbing, 
heating and other products in commerce from selecting 
their own customers in bona fide transactions. 


Rule 5—Published Prices 
(Laid on Table) 


Rule 6—Secret Rebates 

Withholding from, or inserting in the invoice, facts 
which make the invoice a false record, wholly or in part, 
of the transaction represented on the face thereof, and/ 
or the payment or allowance of secret rebates, refunds, 
credits, unearned discounts, whether in the form of money 
or otherwise, or the extension to certain purchasers of 
services or privileges not extended to all purchasers 
under like terms and conditions, is an unfair trade prac- 
tice. 


Rule 7—Price Discrimination (Split Shipments) 


' The acceptance of orders for large quantities of 
plumbing and heating goods by manufacturers or whole- 
salers, except for a specific building operation, and then 
making small deliveries at the quantity price, is an unfair 
trade practice. 


Rule 8—Price Discrimination (Cartage) 


As cartage charges are necessarily reflected in price 
and as the variable practice on the part of sellers of re- 
quiring purchasers in some instances to pay such charges 
and in other instances of assuming such charges, causes 
unfair discrimination, the failure of manufacturers and/ 
or wholesalers of plumbing and heating products to re- 
quire the purchaser to pay the published charge for cart- 
age is an unfair trade practice. 


Rule 9—Lump Sum Bidding 

Quoting a total price on any schedule of plumbing and 
heating material which does not show unit prices, gen- 
erally conceals confidential preferentials and results in 
many instances in the substitution of material of in- 
ferior quality, grade, style or size, which is detrimental 
to the interests of the public and the industry, and any 
addition or deduction on any other basis than the unit 
price shown, is an unfair trade practice. 





th 





tion (building operations), repudiation of contracts, sell- 
ing below cost, business at a profit, anti-dumping, con- 
tracts (post-dated and pre-dated), quotations, exchange 
of credit information and acceptance of securities. 

High tribute was accorded President F. W. Swanson 
and Secretary W. E. McCollum of the Central Supply 
Association for their untiring efforts in bringing about 
the trade practice conference. Harry G. Starr of .Wm. 
H. Gallison Co. and M. W. Dennison of Braman, Dow 
& Co., both of Boston, Mass., also received credit for 
the success of the plan. Commissioner Charles H. 
Marsh, who conducted the meeting, and Hon. M. Mark- 
ham Flannery, who assisted, were warmly thanked for 
their splendid co-operation ever since the plan was first 
inaugurated. 

Mr. Swanson presented a resolution which carried the 


Rule 10—Price Discrimination (Building Operations) 

The quoting of lower prices by manufacturers for a 
specific building operation than on the same type, quan- 
tity, quality and size of products for a wholesaler’s 
stock, or for stock for their wholesale division, is an 
unfair trade practice. 


Rule 11—Repudiation of Contracts 

Contracts, either written or oral, are business obliga- 
tions which should be performed in letter and in spirit. 
The repudiation of contracts by selling on a rising mar- 
ket, or by buyers on a declining market is equally repre- 
hensible. Such action shatters confidence, induces vio- 
lent fluctuations in price, destroys stability in business 
operations to the consequent injury of the industry as 
well as the general public, and is an unfair trade practice. 
Contracts should be subject to no cancellation except for 
legal cause or by mutual consent. 


Rule 12—Selling Below Cost 
Selling plumbing and heating products below cost for 
the purpose of injuring a competitor or with the effect 
of lessening competition, is an unfair trade practice. | 


Rule 13—Business at a Profit 

WHEREAS, The purchasers of plumbing and heating 
products are entitled to a fair price, adequate service and 
products of good quality, and, 

WHEREAS, Manufacturers and wholesalers of plumb- 
ing and heating products are entitled to a reasonable net 
profit in addition to their production or purchase cost 
plus a reasonable amount for overhead; therefore, be it 

RESOLVED, That salesmen should be encouraged to 
explain diligently and carefully the merits of their par- 
ticular lines. 

Rule 14—Anti-Dumping 

Shipping considerable quantities of surplus stock of 
plumbing and heating products into territories outside 
sellers’ particular markets, and selling such stock at 
prices below existing prices in such territories, or the 
prices prevailing in their own territories, is an unfair 
trade practice. 

Rule 15—Contracts (Post-Dated and Pre-Dated) 

Post-dating or pre-dating a contract or making a con- 
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Holds Trade Practice Conference 


approval of the executive officers of the various whole- 
sale associations who had been active in preparing for 
the meeting. This resolution recognized the necessity 
for assisting those who did not understand the intent or 
application of the proposed rules but who desired to co- 
operate. Consequently, it was resolved that the present 
trade practice conference committee of the Eastern Sup- 
ply Association, the Central Supply Association, the 
National Pipe and Supplies Association and the West- 
ern Supply Association, be construed the source within 
the industry to interpret, arbitrate and command the 
observance of the trade practice rules, when approved 
by the Federal Trade Commission; that the committee 
be given the authority to proceed to extend and develop 
the observance of the rules; that it be authorized to 
approve or disapprove any changes recommended by the 


the Joint Trade Practice Conference Committees 


tract without authorization and definite commitment at 
the time it is made, by both parties thereto, is an unfair 
trade practice. 

Rule 16—Quotations 

When wholesalers quote prices on products for a spe- 
cific building operation and include a clause which pro- 
vides for the acceptance of such prices within a specified 
time, allowing the quotation to remain in effect after the 
date of acceptance without making a fair and equitable 
adjustment in prices in the event of a general decline or 
general advance of the market, is an unfair trade prac- 
tice. 

Note: It is recommended that manufacturers in each 
branch of the industry, also wholesalers, should adopt, 
in co-operation with buyers and architects, a standard 
form of quotation which will avoid ambiguity, prevent 
misunderstandings and thoroughly protect the rights of 
both buyers and sellers. 


Rule 17—Exchange of Credit Information 

WHEREAS, The indiscriminate granting of credit 
usually results in large credit losses which are an eco- 
nomic waste, and, 

WHEREAS, Such credit losses .-are included in the 
overhead and reflected in the selling prices, thereby plac- 
ing an unfair burden upon those buyers who pay their 
bills when due; therefore, be it 

RESOLVED, That manufacturers and wholesalers of 
plumbing and heating products, respectively, be encour- 
aged to form credit bureaus and in a confidential and 
lawful manner, exchange information regarding those 
customers who owe accounts past due. 

Rule 18—Acceptance of Securities 

WHEREAS, There has grown up in certain communi- 
ties the practice of manufacturers and wholesalers ac- 
cepting in payment for plumbing and heating products 
securities such as mortgages, bonds, stocks, etc., which 
invariably decrease in value and in many instances be- 
come practically worthless; therefore, be it 

RESOLVED, That the practice of accepting such se- 
curities in payment for plumbing and heating products, 
is condemned as being an unfair trade practice. 
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Federal Trade Commission; that the committee be in- 
structed to proceed with the organization of a member- 
ship corporation which shall be the permanent organt- 
zation within the industry for the interpretation, arbi- 
tration and observance of the rules. 

This membership corporation is to follow in its or- 
ganization a plan presented with the report. 


In accordance with the resolution adopted at the meet- 
ing, the participating organizations later appointed a sub- 
committee of the National Trade Practice Conference 
Committee. This subcommittee will have authority to 
handle any problems which develop while the Federal 
Trade Commission is analyzing the rules adopted at the 
Pittsburgh meeting and will also formulate the mem- 
bership corporation plan for submission to the partict- 
pating associations. 

On this subcommittee, the Eastern Supply Associa- 
tion is represented by H. G. Starr, of the Gallison Co., 
Boston; F. W. Hubbard of W. B. Hubbard & Sons Co.., 
,oston, and Frank S. Hanley, secretary. The National 
Pipe and Supplies Association is represented by Clar- 
ence F. Harvey of A. Harvey's Sons’ Mfg. Co., De- 
troit; M. W. Dennison of Braman, Dow & Co., Boston, 
and R. K. Hanson, secretary. The Central Supply As- 
sociation is represented by F. W. Swanson, Globe Ma- 
chinery & Supply Co., Des Moines, lowa; W. H. Kie- 
faber of the W. H. Kiefaber Co., Dayton, Ohio, and 
W. I. McCollum, secretary. The Western Supply As- 
sociation is represented by H. W. Seymour of Crane Co., 
Mr. Starr is chairman and Mr. McCollum 
secretary of this subcommittee. 


Chicago. 


June 1, 1929 


In addition, a manufacturers’ advisory committee has 
been appointed, made up of M. J. Beirn, vice president, 
American Radiator Co., representing the Eastern Sup 
ply Association; W. E. Watson, vice president of the 
Youngstown Sheet & Tube Company, Youngstown, 
Ohio, representing the National Pipe and Supplies As- 
sociation, and H. M. Reed, vice president of the Stan- 
dard Sanitary Mfg. Co., Pittsburgh, representing the 
Central Supply Association. 


The meeting was called to order by the Hon. Mr. 
Flannery, who complimented the industry on the pre 
liminary work that had been done. He referred to the 
importance of the meeting and reminded his audience 
that in a trade practice conference both the government 
and the industry assumed a co-operative attitude, and 
a free interchange of opinions was essential. Mr Flan- 
nery introduced Commissioner Marsh. 


Mr. Marsh reviewed briefly some of the past accom 
plishments of the Federal Trade Commission and 
pointed out the change in policy of that organization in 
recent years. He explained that any rules adopted at 
the conference are not effective until passed by the whole 
commission, but when passed upon it is a certainty that 
they are lawful rules. Mr. Marsh’s request that a sec 
retary be appointed resulted in the selection of R. K. 
Hanson, secretary of the National Pipe and Supplies 
Association, for this post. W. E. McCollum, secretary 
of the Central Supply Association, and Frank S. Han 
ley, secretary of the Eastern Supply Association, were 
appointed assistant secretaries for the conference. 

Clarence F. Harvey of A. Harvey’s Sons’ Mfg. Co., 








ood Will ~ 
Look To Future Profit 


Small installations can be made to justify legitimate 
cost and profit by keeping customers satisfied. The 
confidence which you gain in small installations 
establishes a foundation for future profits on new 
installations or the overhauling of inadequate 
installations involving larger contracts. 










**U. S."" Royal Maroon Plumbing Specialties will 
help you build confidence with your customers by 
giving longer and better service. The ‘‘U. S.’’ Royal 
Maroon Line is complete in every detail. 


SEND FOR OUR CATALOG, 


Distribution to the plumbing trade is ex- 
clusiveiy through selected Supply Houses 


United States Rubber Company 





Executive Offices: 
1790 Broadway, New York City 


-20 MAROON LINE 


of Plumbers’ Rubber Specialties 
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‘Bane CONDENSATE RETURNS UNITS 
ARE COMPLETE IN EVERY DETAIL 


* * a * * 








You get a compactly arranged unit designed of 20° x 30°. The six gallon receiver keeps 
for the explicit purpose of collecting conden- _ the number of starts and stops to a minimum. 
sate and returning it to the boiler effectively The pump capacity is sufficient to discharge 
and economically. The unit consists of acon- the receiver once every minute against pres- 
densate receiver, motor driven centrifugal sure ranging from 10 to 125 pounds. Power 
pump and the necessary controls providing costs on the small 
dependable and complete automatic opera- units are $2 to $4 
tion, including overload and low voltage mo- a month less than 
tor protection. The Trane Unit is assembled on ordinary in- 
and wired at the factory ready for installa- stallations. Sav- 
tion on delivery. It is only necessary to con- _ings are greater in 
nect it into the system and hook it up to the _ proportion to the 
power lines. Contractors save from $10.00 _ size of the unit. 

to $20.00 on electricians fees alone. Trane 
Condensate Units are available for both A. C. 
and D. C. operation. 











mee Trane Unit Heaters 
The economy of these units is amazing. It has 


been achieved by balance in engineering de- Trane’s high standards of quality, and the 
sign and construction of each part. The small _ progressive Trane policy, have been respon- 
size unit with a capacity equivalent to 4000 sible for the most valuable developments in 
sq. ft. of radiation occupies a total floorspace unit heater construction. Trane Unit Heat- 


ers now offer a 40% to 50% increase in ca- 





pacity at practically no increase in cost. 
You can buy a Trane quality unit on a 
price basis—without the sacrifice of a single 
feature for which Trane Unit Heaters have 
won such enviable recognition. 





It will pay you to investigate Trane equip- 
ment for any part of a heating system 
before making a recommendation or a 
purchase. 


THE TRANE CO. (Dept. 6) 


204 Cameron Ave. La Crosse, Wis. 
In Canada: The Trane Co. of Canada, Ltd., 


Toronto, 2, Ontario 


AEA T CONCEALED 
CABINETS HEATERS 


PUMPS, UNIT HEATERS. AND HEATING SPECIALTIES 
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THE CHICAGO FAUCET CO., 2700-22 N. Crawford Ave., Chicago, Ill. 


CHICAGO FAUCETS 
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Detroit, Mich., newly elected president of the National 
Pipe and Supplies Association, said that while his asso- 
ciation as a group had not taken any action on the trade 
practice rules, it expected to co-operate with the others. 

James A. Messer of James A. Messer Co., Inc., 
Washington, D. C., president of the Eastern Supply As- 
sociation, reminded those present of the importance of 
the meeting and urged all to take an active part. 

Peter P. Schubert, sales manager of the Walworth 
California Co., San Francisco, Calif., the official repre- 
sentative of the Western Supply Association at the 
meeting, stated that his association had gone on record 
as favoring the trade practice conference, and expressed 
the hope that the rules would be adopted. 

F. W. Swanson, speaking for the Central Supply As- 
sociation, explained that the conference was the result 
of many months’ study to correct some of the evils in 
the industry. He said that at its January meeting his 
organization had voted nearly 100 per cent for a con- 
ference, adding that out of 280 members nearly 230 
have already made voluntary contributions. Mr. Swan- 
son summed up the three main evils facing the industry 
as being lump sum bidding, price discrimination and 
the practice of making building operation prices lower 
than the prices asked for regular stock goods. 

Each of the rules was individually voted on after 
heing read. Following are those who took part in the 
reading of the rules: Frank S. Hanley, Harry G. Starr, 
F. W. Swanson, H. L. Andrews of the Anchor Sani- 
tary Co., Pittsburgh; M. W. Dennison, W. E. McCol- 
lum, H. W. Seymour, W. C. Hanson of E. G. Schafer 
& Co., Washington, D. C.; A. M. Maddock of Thos. 
Maddock’s Sons Co., Trenton, N. J.; W. H. Kiefaber, 
Peter P. Schubert, Herbert C. Stockham of Stockham 
Pipe & Fittings Co., Birmingham, Ala., and L. U. No- 
land of the Noland Co., Inc., Newport News, Va. 

Comments, mostly for the purpose of securing or 
offering interpretations, were made by A. H. Cline of 
the United States Sanitary Mfg. Co., Pittsburgh; L. A. 
Cornelius of the Wolverine Brass Works, Grand Rapids, 
Mich.; W. E. Clow, Jr., of James B. Clow & Sons,. Chi- 
cago; L. P. Chase of Kohler Co., Kohler, Wisc.; L. U. 
Noland of the Noland Co., Inc., Newport News, Va.: 
Frank Collins of the Toledo Pipe Threading Machine 
Co., Toledo, Ohio; M. W. Dennison, W. H. Kiefaber 
and Harry G. Starr. 

L.. U. Noland, in commenting on Rule 15, dealing 
with contracts (post-dated and pre-dated) said, in part: 
“On an advance in the market, it is not uncommon for 
salesmen of the wholesaler or the manufacturer to write 
up fictitious orders covering the requirements of some 
good customer without the knowledge or consent of that 
customer. If there are several sources of supply, the 
number of fictitious orders is multiplied in a like ratio. 

“If the salesman fails to blanket one of his customers 
and the customer complains, it is not uncommon for the 
salesman to enter an order at the old price and pre- 
date it. Mail orders by customers are sometimes pre- 
dated, and a claim to the old prices is made on the con- 
tention that the letter was delayed in the mails or some 
clerk in the office failed to forward the order.” 

Only a few changes were made in the rules. Rule 
No. 4, dealing with price discrimination (selling prices), 
was adopted as printed, but the Federal Trade Commis- 











COMMON SENSE 


VS 


A “Sharp Pencil” 


The “Sharp Pencil’? method of 
figuring contracts for new con- 
struction isn’t the only, or most 
desirable way for the jobber and 
plumbing contractor to get business. 


A little thought will point out the 
advantages of trying to get other 
kinds of business. 


It is now possible to solicit the 
owners of the older hotels and 
apartments for the renovation of 
bathrooms that do not have 
showers—items that will make 
their buildings more easily rented. 
There are fixtures for any style of 
tub, that will add to the attract- 
iveness of the bathroom and can 
be attached easily, without damage 
to the walls. 


The cost is attractive too! It will 
pay you to write for Bulletin 15, 
for complete information about 
the PARKWAY, BELDEN and 
BATHADAY Fixtures. 





The Milwaukee Flush Valve Co. 


MILWAUKEE, WISCONSIN 
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Thank YOU, 
Mr. Anderson J 





W.MLASDERS ON; 
STEAM FITTING, PLUMBING 


$00-6'12 SCHUYLKILL AVE 
PHILADEL?HIA 


May 7, 1929. 


Rome Brase Radiator Corp. 
1 East 42nd St. 
New York, N.Y, Mr, James D. Erskine, 


Dear Sir: 





This will acknowledge yours of 
Mey 6th in which you enclose copy of advertise- 


ment of Rome Brass radiation showing the of- 
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fices end the exterior front of the N.W.Ayer 


oe 
eee) 
a hss 
“es < 
anit te Tse 


Bldg. 





With reference to thie installation 
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which has been in operation for one full winter, 


we have not had one complaint. The N.W. Ayer 


“ga 


bad 


Co. apparently are very well satisfied with this 
installation. In fact, 1 mow that they have 
spoken of it very highly to clients of theirs 
who were considering new building plans. 
Trnating everything is going well 


with you, 
Very truly yours, 


st . 
_ An Mar 





N. W. Ayer Building in Philadelphia, 
heated by five hundred and seventy 
’ ROBRAS «20-20 Radiators. Wm. 
M. Anderson, Heating Contractor. 











/ 

HAT Mr. Anderson should recommend ROBRAS 20-20 
Radiators for the important N. W. Ayer Building in 
Philadelphia, was, in itself, an advance guarantee that 

they would prove satisfactory. 
When the N. W. Ayer Company owner began to speak highly 
of these radiators and recommend them to their clients, Mr 
Anderson wasn’t surprised. 
Mr. Anderson knows the heating game. He knew that the 
five hundred and seventy ROBRAS 20-20 Radiators used in 
this building were bound to prove satisfactory. 
They were under-the-windows, in-the-wall, out-of-sight and 
out-of-the-way. They were correctly designed to heat satis- 
factorily. They were the great step forward in heating 
: accomplishment. These ROBRAS 20-20 Radiators are 20% 
'? the size and 20% the weight of equal cast iron radiation. 
That means easy and quick installation. 
Let us send you data sheets, price lists and printed matter. 
Your name, please! 


ROME BRASS RADIATOR 


CORPORATION 
ONE EAST FORTY SECOND STREET - : : NEW YORK CITY 
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sion was requested to insert the following clause from 
Section 2 of the Clayton Act reading ‘where the effect 
of such discrimination may be to substantially lessen 
competition or tend to create a monopoly,” provided the 
insertion of these words was needed to bring the rule 
into Group 1, and provided further that the commission 
felt this was the proper procedure to follow. 

In rule No. 12 on selling below cost the word “and” 
was deleted and the word ” was substituted. 

At the suggestion of A. H. Cline, it was voted to de- 
lete the words “except at current marketable cash value”’ 
in Rule No. 18, which covered acceptance of securities. 

Following is the resolution adopted to permit the 
formation of a membership corporation: 

Whereas, the adoption of Trade Practice Conference 
Kules 1s a statement of principles under which it is de- 
sirable that every member of our industry should con- 
duct those businesses, and 

Whereas, there are many persons, firms and corpora- 
tions who do not understand the intent or application 
of the proposed rules but who, no doubt, would desire 
to co-operate if given an opportunity, therefore, be it 

Resolved, that the present Trade Practice Conference 
Committees of the Eastern Supply Association, the 
Central Supply Association, the National Pipe & Sup- 
plies Association and the Western Supply Association 
be construed the source within the industry to interpret, 
to arbitrate and to command the observance of Trade 
Practice Conference Rules when approved by the Fed- 
eral Trade Practice Commission for the manufacturing 
and wholesale divisions of the plumbing and _ heating 
industry; that the committee known as the National 











next job. 


‘TH great variety of types and sizes of Kennedy Screwed Fittings 
is only one of many advantages of standardizing on Kennedy 
Products for your plumbing and heating jobs. 

Pipe’ fitters find that Kennedy Fittings save time, labor and expense 
for they go on the pipe easily and quickly, make clean-cut leak- proof 
joints, and are lastingly tight. 


Ask your local supply house for Kennedy Fittings and Valves on your 


THE KENNEDY VALVE MFG. CO., ELMIRA,N.Y. 


Branches and Warehouses in Principal Cities 


KENNEDY 


VALYES~PIPE FITTINGS~FIRE HYDRANTS 
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Trade Practice Committee be given authority to pro- 
ceed in all legal ways to extend and develop the ob- 
servance of the rules as adopted. 

Resolved further, that the National 
Conference Committee is hereby authorized to approve 
or disapprove any changes or modifications recommended 
by the Federal Trade Commission in the resolutions 
adopted at the Trade Practice Conference on May 15, 
1929, and, 

Resolved further, that the National 
Conference Committee be instructed to proceed with 
the organization of a membership corporation which 
shall be the permanent organization within the industry 
for the interpretation, arbitration and observance ol 
the rules and that such membership corporation shall 
follow in its organization the plan herewith presented 
which is the work of Louis E. Flye, Esq., who shall 
be employed for the purpose of organization. 

The complete rules as adopted by the manutacturers 
and wholesalers at the trade practice conference are given 
90 and 91. 


Trade Practice 


Trade Practice 


on pages 
Sf 


Establish Sales Branch in Pittsburgh 


Announcement has been made by the Gorton Hleat- 


ing Corp., 96 Liberty street, New York City, of the 
establishment of a branch sales office in the American 
Bank building, Sixth avenue and Grant street, Pitts- 
burgh, Pa. 

The sales of this concern’s products will be under 
the direction of William H. Clark, who as a heating 
engineer, was for many years associated with the An 


chor ey Co., of that amy: 
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Look for the 
P.B.F. Trade 
Mark on 


every fitting. 
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Every Fitting 
Air Tested 
Under Water 

















Phoenix Brass Fittings Corp. 


Irvington, New Jersey 
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A. M. Byers Co. Entertained Distributors 

Many distributors who stayed over in Pittsburgh, Pa., 
following the Trade Practice conference were the guests 
of the A. M. Byers Co., on Thursday, May 16, on an 
inspection trip to the company’s plants at Girard and 
Warren, Ohio. 

The Byers company had chartered a special car for 
the occasion, leaving Pittsburgh around nine o'clock in 
the morning. The first stop was made at the Girard 
mill, where some time was spent in going through the 
plant and inspecting the 88 hand puddling furnaces that 
are operated there. 

Members of the party then returned to the train and 
were luncheon guests of the company, a dining car hav- 
ing been attached to the train. While lunch was being 
served, the train went to Warren where busses were 
waiting to carry the distributors out to the Warren mill. 
It is at this mill that iron is manufactured under the 
company’s new puddling process. The party was divided 
into small groups and accompanied through the mill by 
guides, who explained each step in the manufacturing 
process. ‘The output of both of these plants is shipped 
to the company’s pipe mills at Pittsburgh, where the ma- 
terial is made into pipe. 

Upon returning to Pittsburgh that evening, all were 
taken to the William Penn hotel, where dinner was 
served. TI. L. Lewis, general manager of sales, acted as 
toastmaster for the evening. Dr. James Aston, the in- 
ventor of the new puddling process, was present to an- 
swer questions, and in addition explained fully just how 


the process works. 
© 


Miami Valley Master Plumbers Entertained 
by Delco-Light Co. 


The Delco-Light Company of Dayton, Ohio, recently 
entertained the master plumbers of Dayton and other 
towns in the Miami Valley section of Ohio, including 
the membership of the Dayton Master Plumbers’ Asso- 
ciation. More than 150 plumbers attended the ban- 
quet and entertainment given in the baHroom of the 





Banquet given by the Delco-Light Co., of Dayton, Ohio, and 
attended by more than 150 master plumbers from Dayton and 
the Miami Valley section of Ohio 


Miami hotel at Dayton. The speakers on the banquet 
program included Henry Blank, president of the Day- 
ton Master Plumbers’ Association; H. W. Arnold, gen- 
eral manager of the Delco-Light Co., and H. C. Patter- 
son, in charge of water systems sales for the Delco- 
Light Co. The banquet scene is shown herewith. 
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ALCOCK PLUMB- 


ING COMPANY, 
1927 South Wabash Ave., 
Chicago, Illinois, say: 


“T have selected your 
heater for my own 
home. We have in- 
stalled a number of 
EverHots and _ they 
have given us great 
satisfaction. We are 
also pleased with the 
policy of your com- 
pany of selling only 
through the plumbing 
trade.’’ 











CwerHot Heater Co. 


Detroit, Michigan 
Branches and Sales Offices in 6/ Cities 
in United States and Canada 


ne | 
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2 saecencpnmeemcnene, % 
Cuts Pipe 
Threading 


Costs 


A full-fledged Port- 
able Pipe Machine 
for Reaming, Cham- 
fering, Threading 
and Cutting Off 
pipe from 4" to2”. 
















THREADS RAPIDLY 


Uses any standard make of 
solid square right or left hand 
pipe or bolt dies. 


Weighs 250 pounds. Operates 
off either A. C. or D. C. light- 
ing circuits. Is sufficiently 
powered to drive geared heads 
on the larger pipe, up to 6’. 


A real pipe machine at a price 
you can afford. Ask us about 
it today. Give us the name 
of your supply dealer. 





CUTS OFF RAPIDLY 
PEERLESS MACHINE CO. - 
\ eee 4 


Racine, Wisconsin 
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“CHICAGO” 
Pipe Threading Machines Production Precision 
Latest and Most Advanced Types on the Market 


Chicage Pipethread Machine Ce., Racine, Wisconsin | 


Offices and Factory: 1621 Racine Street 
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Chase Companies, Inc., Waterbury, Conn., con- 
summated on May 20 a merger wi. °'he Kennecott 


WISECO Strai ght Ei ght TUB FILLER Copper Companies Merge 





Extra Heavy 








ne ae | we gale Copper Corporation, Full details of the merger 
; —_ have not been released but it will involve a transfer 
Brass or Galv, | Of stock, and the Chase name will be retained, al- 


Pipe Assembly | though the Kennecott Corporation has the control- 

9° oe ie ing interest. According to available Statistics, the 

Chase properties have a valuation approaching $40,- 

Ask your 000,000, while the Kennecott holdings are valued at 

Jobber for $750,000,000. The merger brings together two of the 
wes Sees large independent brass and copper interests. 


A Quality Fixture at a Competitive Price ° 
Moves Milwaukee Offices 


OO J. B. WISE, Inc., Watertown, N.Y. The Johns-Manville Corp., New York City, re 


cently announced the removal of its Milwaukee, Wis.., 
offices to the Railway Exchange building, 97 East 














Everything for | The at ath el | Wisconsin avenue. 
- © 
OxweELDING pal noel Ole Opens New Sales Engineering Company 
ane ae The Wm. T. Thomsen Engineering Co. is the name of 
and a new sales engineering company in St. Louis, Mo., 








Apparatus and Supplies where it maintains headquarters in Suite 971-2 of the 
Currtinc Orweld Acne sean’ Paul Brown building. . 
| _ UNION CARBIDE - 
nion ide Sales Com 
_ . wae: August Buschman Called by Death 
UNION CARBIDE AND CARBON CORPORATION August Buschmann, founder and chairman of the 


General Offices UCC Sales Offices board of directors of August Buschmann & Sons, 
Se eee eee to polacipel cides of che sounmy Inc., of Indianapolis, Ind., died at his home in that 
city on Monday afternoon, May 20. August Busch- 
mann was born October 31, 1848, in Bielefeld, Ger- 
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_ sppliaaces. Among their special features 


"Bid A an 
Double > Cast eal E 4 with Barber 


Burner 
Double Extra era Tank 
otetream | wee a Type Thermostat 
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Weite for full information. 
THE, HOTSTREAM HEATER CO. 


akers of Heaters that Heat”’ 
CLEVELAND, OHIO 


HOTSTREAM 
HEATERS 


Stop pipe thread leaks 
with Smooru-ON No. 1 in a 


SMOOTH-ON CLAMP 


Sizes for 1-in. to 12-in. pipe. 


UICK, easy, cheap 
Holds for the life- of 
the line—any pressure, any 
temperature, iron, brass, or 
copper pipe. Get Smooth-On Clamps and Smooth-On August Buschmann 
No. 1 from nearest supply house or from us. 






































Write for the free Smooth-On Handbook. 


SMOOTH-ON MFG. Co. many. He received his early education in the school 
Dept. 12, 574 Communipaw Ave., Jersey City, N. J. in that city, and as a youth began his business career 
ce | : as clerk in a bank in Bielefeld. In 1869 he served in 
the German Army, and in July, 1870, he was sent to 
the front in the Franco Prussian war, taking active 
part in battles in Alsace-Lorraine, Sedan, Paris, and 
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Solve the Problem 
of Silence 
With 


Pressure Control The No. 75 Silent Ballcock Millions 
of 
Satisfied 


Customers 











at 
Every Inlet 





























A Guarantee 20 Years 
of of 
Lifetime Silent Engineering 

Service Experience 





























The Indiana Brass Company 


Frankfort, Indiana 
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Whale-Bone-Ite Patents 
Held Valid and Infringed 





The Whale-Bone-Ite Closet Seat has been, 
and is manufactured by The Brunswick-Balke-Collender 
Company under United States Letters Patent No. 
1,273,703, granted on July 23rd, 1918. 


The United States Circuit Court of Appeals 
for the Second Circuit has handed down a decision holding 
that the Church Sani-Black Laminated Rubber Seat, as 

' manufactured by the Seamless Rubber Company and 
distributed by the Church Manufacturing Company, is an 


infringement of the valid Whale-Bone-Ite Patent No. 
1,273,703. 


Upon application, the District Court of 
Connecticut has issued an injunction against the Seam- 
less Rubber Company, prohibiting the further manufac- 


turing and sale of the infringing seat. 


BRUNSWICK-BALKE-COLLENDER CO. 
CHICAGO, ILLINOIS 
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other places. He was honorably discharged in Sep- 
tember, 1871. Late in the same year he came to 
Indianapolis and became associated in business with 
William Buschmann, his uncle. In 1875 he became 
a partner in his uncle’s business. He was the founder 
of August Buschmann & Sons, Inc., jobbers of 
plumbing and heating supplies in Indianapolis. Mr. 
3uschmann retired from the active management of 
this concern several years ago, but it is being carried 
on by his sons, Alfred W. Buschmann and Otto L. 
Buschmann. This firm had its beginning in 1894 
when Mr. Buschmann decided to go into business for 
himself and opened a grocery at College avenue and 
Eleventh streets. He quickly expanded his business 
and added hardware and plumbing contracting. He 
finally abandoned all other business to devote him- 
self to the wholesaling of plumbing and heating sup- 
plies. 

Mr, Buschmann was not only a successful business 
man but was also keenly interested in local affairs 
and organizations. He was an active member of 
Zions Evangelical Church, serving for years as a 
board member and recording secretary. He was a 
member of the German Orphans Home Society, and 
a life member of the Altenheim, which institution he 
served for fifteen years as financial secretary and 
chairman of the house committee. He was also a 
member of the Indianapolis Chamber of Commerce. 
His widow, two sons and two daughters survive him. 


Personal Mention 


CHARLES F, LAMBERT, president of the Clayton & 
Lambert Mfg. Co., Detroit, Mich., was recently elected 
a director of the National Bank of Commerce in that 
city. 

NeLson S. GOTSHALL has 
recently been appointed as- 
sistant to the president of the 
National Radiator Corp., 55 
West 42d street, New York 
City. Mr. Gotshall, who was 
formerly vice president of 
the Kelvinator Sales Corp. 
in Detroit, Mich., has “had 
extensive experience in mer- 
chandising. 

WILLIAM C, Gowpy, for a 
number of years connected 
with the Monument Pottery 
Co., is now associated with 
the Woodbridge Ceramics 
Corp., Woodbridge, N. J. 
Mr. Gowdy has been placed in charge of the New York 
office, 101 Park avenue. 





Nelson 8S. Gotshall 


P. S. Lorp has just been appointed sales representa- 
tive for the Chicago Pump Co. of Chicago, IIl., with 
offices at 406 Weatherly building, Portland, Oregon. 


H. P. MUELLER, vice president of the L. J. Mueller 


Furnace Co., Milwaukee, Wis., has been appointed chair- | 


man of the Milwaukee Home: Modernizing Bureau. Mr. 
Mueller has been actively engaged on the home show 
committee for the last four years, and as chairman of 
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A SIX in the PRICE 
RANGE of a FOUR 






Revolving Head 
Pipe Threading 
and 


Cutoff Machine 





Capacity 
1” to 6” Pipe 





rice between a 
is so great that 


IN most cases the difference in 
6-inch pipe machine and a 4-inc 
one is compelled to buy the less expensive machine 
and forego the pleasures and conveniences of a 
machine with the greater capacity. The No. 6% 


‘‘Merrell’’ is built to effect those economies of 
price, power and space so desirable in so many 
plumbing and heating installations. Truly a 6-inch 
machine in the 4-inch price range. Additional in- 
formation cheerfully furnished without obligation. 


MERRELL 


f 
PIPE THREADING \tz) MACHINES 


942 Curtis St. - Toledo, O. 
A Pipe Machine for Every Purpose — 4" to 12” Capacities 














“HAAS” 
Rely-A-Ball 


Standardize on the 
Haas Rely-A-Ball for 
all your flush valve 
work. It will pay you 
big, both in time saved, 
actual profit made and 
customer satisfaction. 





The easiest for instal- 
lation that you've 
ever seen; no adjust- 
ments, no alignments, nothing to get 
out of order. A lifetime of service. 














From your jobber or write us now 


The Philip Haas Co., Inc. 


DAYTON, OHIO 
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| the new publicity committee of the home modernizing 
METAPHRAM bureau, doen familiar with the aims and prob. 

lems of this particular activity. 

Damp = Regulators S. B. FisHer has been appointed advertising manager 

for for the National Radiator Corp., with headquarters at 

All Heating Boilers the company’s main offices, 45 West Forty-second street, 

New York City. 

Epwarp L. ANGSTER, manufacturers’ representative 
of Newark, N. J., moved recently from 11-17 Chapel 
street, to a new warehouse at 99-105 Christie street 
in that city. 

W. K. HornsBucKLE, manager of the Memphis, Tenn., 


office of the Southern Sales Co., has been added to 
the sales force of the Chicago Pump Co., Chicago. 





JoHN MILLIKEN, formerly of the Kennedy Valve Mig. 
Co., was recently made New England representative 
of the Ware Coupling and Nipple Co., Ware, Mass. 
Mr. Milliken maintains headquarters at 314 Stuart 
| street, Boston. 

W. N. McVickar, sales 
manager and assistant secre- 
tary of Essex Foundry; vice 
president, Molby Boiler Co., 
Inc., and director of The 
Central Foundry Co., Uni- 
versal Pipe & Radiator Co., 
Molby Boiler Co., Inc., Cen- 


ee nenaasssnsnenasnnennenieieS 

















There is a type and size of METAPHRAM 
Damper Regulator to meet every heating 
boiler requirement. 


The Type “FF”, with 2” Metaphram Expansion 
Wafers is a thermostatic regulator for hot water 









boilers and domestic water heaters. tral Radiator Co., Central 
The Type “D-2”, with 10” integral studded, self- Iron & Coal Co., and Iron 
collapsing Metaphrams, is for heating boilers of the Products Corp resigned 
larger sizes operating on either pressure, vapor or a P-» 8 : 
vacuum. those offices on May 1. This 
° ° . | 
In between are the Types AA and A-2 for small, low action terminated an associ- | 
pressure boilers; the Type B-2 and C-2 for boilers ation of a number of years. 
larger in size, requiring increased power to properly r: 
regulate draft and control combustion. Mr. Mc Vickar ad at present io ee See 
All Metaphram Regulators are extremely og & vacuon on his . } 
sensitive and powerful. New features re- estate at Valley Cottage, Rockland County, N. Y. 
cently incorporated in their design have , ’ — 
increased their effectiveness greatly. The JOHN ve FRIEL, manufacturers representative in Phil- 
Type F works on changes as low as 5° in adelphia, has just been appointed representative for 
temperature; the pressure regu- the Pottstown Pipe Products Co. of Pottstown, Pa 
lators on changes as low as | oz. “ay . ; 
7 sak eee Ol i , Mr. Friel will cover eastern Pennsylvania, southern 
Not only is the Metaphram line . ° 
| y . r j r ( 4 
ettenet Gastens at complete to meet all damper re- New Jersey, Delaware, Maryland, and Washington 
Heat Regulation and quirements, but Metaphram Reg- J. X&. 
se tect Ay acting ulators are so practical in design 
Metaphram Dampers, ; — & BENJAMIN WARSHAW has acquired representation in 
Metaphram Motors, and rugged in construction that : . . ° 
inane Vamos they will work to the satisfaction the Metropolitan New York territory of the Hedges 
Steam Damper Regu- of the heating plant operator under Walsh-Weidner Co., successors to the Casey-Hedges Co.., 
ae Se the most adverse conditions a , ; 
Deanper Shguunene te ee Chattanooga, Tenn. Mr. Warshaw, who has been iden 
domestic steam, vapor, If you don’t know the Metaphram tified with the plumbing and heating industries in New 
— oe water line, clip the coupon, or write for " . 1 handle the olum! 
~ A hg copies of latest bulletins. York for the past eighteen years, will handle the plum) 
eee | ing products manufactured by this concern from his 
















AAHhAnAAAHN 
METAPHRAM 


HNUNNBUOUUUI NATIONAL REGULATOR CO. 
2317 Knox Avenue Chicago, Ill. 


offices at 55 West Forty-second street, New York City. 


Sf 

Sanitary Dash Corp. Opens Chicago Branch 

As recently announced, the Sanitary Dash Corp., 
whose main offices and factory are in New York, has 
opened a branch factory, service warehouse and 
show room in Chicago, at 705 West Washington 
boulevard. In charge of this new branch, where the 
company’s entire line of white and colored shower 
curtains will be manufactured and carried, are J. I. 
Rosenblum and John Dash. The New York factory 
will be continued at 121 West Nineteenth street, with 
‘ L. Rosenblum in charge. 






NATIONAL REGULATOR CO., 2317 Knox Ave., Chicago 


Please send us | 
‘Bulletin F-100—Type F Metaphram Damper Regulator for | 
hot water boilers. | 
“Bulletin LP-100—Metaphram Damper Regulators for low | 
pressure boilers. | 


Name 
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L- is in the integral casting of the 
Thermal Unit steam channel 
and extended heating surfaces that 
the big reason for Thermal Unit 
Heaters’ superiority lies. 












No joints, welds or flanges; no 
brazed or soldered connections will 
be found anywhere in its construc- 
tion. Without joints, there can be 
no leaks. 


Cast integrally in aspecially worked 
out aluminum alloy, the heating 
section is non-corrosive. It can- 
not be damaged by freezing in 
service and there are no contacts 
between prime surface and fins to 
retard passage of heat from one to 
the other. This increased con- 
ductivity of heat has brought about 
hitherto unknown efficiency. 


INTEGRAL SECTION 





PATENT PENDING 





Thermal Unit Heaters 
bring at last, the sci- 
entific answer to the 
age-old prohlem of 
proper, thorough heat 
distribution. 





Where Thermal Unit 
Heaters are installed, 
there are no hot spots 
or cold spots—perfect 
uniformity of heat at 
all times is assured. 





Subsidiary of 


The Mechanical 
Mfg. Company 
Pershing Road 

and Loomis Street 


CHICAGO, ILLINOIS 
Eastern Office: 30 Church St. New York 







Approved by Investi- 
gation Committees of 
Architects and Engi- 
neers. 
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closets. 





A complete line of high grade, 
modern, elongated bowl water 
Get the facts on Mad- 
dock’s Madera, Madbrook and 
Maderno. 


THOS. MADDOCK’S SONS CO. 


Trenton, N. J. 




















A} 


Fig. 516 Fig. 1444 


Fig 1062 Fig. 1809 





} A 
Fig. 536 


MANUFACTURING PUMPS 
EXCLUSIVELY SINCE 1880 





i 


Fig. 2085 


SALEM, OHIO 
A COMPLETE LINE—A PUMP 
FOR EVERY PUMPING NEED Fig. 80 








Fig. 125 


Fig. 50 








Fig. 1531 











Also manufacturers of 
“Unitem” Submerged 
Water Heaters 
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Ask your Wholesaler or write us for details. 


BELL & GOSSETT COMPANY 
3000 Wallace St., Chicago, Ill. 
Cleveland, Ohio 


R. L. Deppmann 
Co., 511 Canfield 
ve., Detroit, 
Mich. 
E. McCloskey, 859 
Paul Brown Bidg.. 
St. Louis, Mo. 
Haydn Myer. 
2224 Comer Bidg. 
Birmingham, Ala. 


” i le 


2281 Scranton Road, 
638 Caswell Biock, Milwaukee, Wis. 








Outside Type 
WATER HEATER 


¢ 
for Steam or Vapor Heating Boilers 
The only Indirect Heater having re- 
movable coils without disconnecting pipes. 


M. M. Rivard, 
601 Gumbel Bidg.., 
Kansas City. Mo. 
Bookhout & Law. 
331 Madison Ave., 
N. Y. City, N. Y. 
Vessey-GilbertCo., 
2401 Chestnut St., 


Philadelphia, Pa. 








Cc. U. Martin, 
Rialto Bidg., San 
Francisco, Calif. 

> Mulcahy, 
210 So. 10th 8t., 
Minneapolis, 
Minn. 
John A. Kank 
strum, 9 Kee 
Bidg. Denv er, Colo. 











“THE LEAD RING IS THE THING” 
The American Ground Joint 



































No. 752 Male Thread 


ABINGDON 


with LEAD RING 
Gee Lead Ground Joint Ring 


(Brass Ring if preferred) 


| | Waste Connection 


saves time, money and grief. Assures 
a perfectly tight joint, as the Lead 
Ring sets easily to tubing and casting. 


Male and Female furnished. 
AMERICAN SANITARY MFG. CO. 


ILLINOIS 











ENGINEERING June 1, 1929 


Convention Dates 


June 7 and 8, 1929.—NORTH CAROLINA—The nineteenth 
annual convention of the North Carolina Association of 
Plumbing and Heating Contractors, to be held at Wrights- 
ville Beach, with headquarters at the Oceanic Hotel. 

June 10, 11, 12 and 13, 1929. .—The fortieth an- 
nual convention of the Heating and Piping Contractors Na- 
tional Association, to be held in St. Louis, Mo., with head- 
quarters at the New Jefferson Hotel. 

June 11, 12, 13 and 14, 1929.—-N. D. H. A.—The twentieth an- 
nual convention of the National District Heating Association, 
to be held at Detroit, Mich., with headquarters at the Hotel 
Statler. 

June 25, 26 and 27, 1929. . A. M. P.—The forty-seventh an- 
nual convention of the Sana’ Association of Master Plumb- 
ers, to be held at Buffalo, N. Y., with headquarters at the 
Hotel Statler. 

June 25, 26 and 27, 1920.—N. A. M. P. AUXILIARY—tThe 
eleventh annual convention of the Women’s Auxiliary to the 
National Association of Master Plumbers, to be held at Buf- 
falo, N. Y., with headquarters at the Hotel Statler. 

June 26, 27 and 28, 1929.—A. S. H. V. E.—The summer 
meeting of the American Soeiety of Heating and Ventilating 
Engineers, to be held at Bigwin Inn, Lake of Bays, Ont., Can. 

September 3, 4, 5 and 6, 1929.—-A. S. S. E.—The twenty-fourth 
annual convention of the Ameriean Society of Sanitary Engi- 
neering, to be held in Detroit, Mich., with headquarters at the 
Fort Wayne Hotel. 














COMING TRADE EVENTS 


June 3, 1929.—The regular golf meet of the Tri-States Golf 
Association, to be held at Cambridge Springs, Pa. 

June 4, 1929.—-The June meet of the Western Trade Golf 
Association, to be held at the Medinah Country Club. 

June 4, 1929.—The June meet of the New England Metal 
Trades Golf Association, to be held at the Unicorn Club, 
Stoneham, Mass. 

June 8, 1929.—A meeting of the Federation of Merchant 
Plumbers Associations of Southern California, to be held at 
Redondo Beach, Calif. 

June 18, 1929.—The June meet of the Eastern Trade Golf 
Association, to be held at the Westchester Hills Golf Club, 
White Plains, N. Y. 

June 19, 1929.—The June meet of the Heating and Ventilat- 
ing Golf Association of Philadelphia, to be held at the Spring 
Haven Country Club. 

June 20, 
Golf Association, to be held at the Canoe Brook Country 
Club, Summit, N. J. 

June 24, 25, 26, 27 and 28, 1929.—The annual exposition of 
plumbing, heating and allied products of the National Asso- 
ciation of Master Plumbers, to be held at the Broadway Audi- 
torium, Buffalo, N. Y. 

July 11, 1929.—The July meet of the Western Trade Golf 
Association, to be held at the Glen Flora Country Club, Wau- 
kegan, Ill. 

July 17, 1929.—The July meet of the Heating and Ventilat- 
ing Golf Association of Philadelphia, to be held at the Arono- 
mink Country Club. 

July 23, 1928.—The July meet of the Metropolitan Trade 
Golf Association, to be held at the Wykagyl Country Club, 
New Rochelle, N. Y. 

July 23, 1929.—The July meet of the Eastern Trade Golf 
Association, to be held at the Woodmere Club, Woodmere, 
x eo Ee 

July 29, 1929.—The Bay Counties Conference, to be held in 
San Francisco, Calif., at Master Plumbers’ Hall. 











August 14, 1929.—The annual inter-association golf meet 
between the Western and Michigan Trade Golf Associations, 
to be held at the Battle Creek Country Club, Battle Creek, 
Mich. 


August 20, 1929.—-The annual outing of the Master Plumb- 





ers’ Association of the City of Passaic, N. J., to be held at 
Blatsberg’s Farm, Hawthorne, N. J. 

August 20, 1929.—-The August meet of the Eastern Trade 
Golf Association, to, be held at the Leewood Golf Club, Crest- 
wood, N. Y. 

August 21, 1929.—The August meet of the Metropolitan 
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Bringing 
Corwith beauty 
within the range 


of everyone’s 
pocketbook 




















Examine the latest house furnishings, 7 aa 


° e Oe cs. c es OES pe OP OS 
curtain materials, rugs, even the houses Examine this Corwith made in enameled ware. It lacks none of those 
themselves. Definitely, they bring 














features that contributed to the immense popularity of the twice-fired 
| vitreouschina lavatories, Yet, naturally, itisconsiderably lowerin price. 

out this fact: the public has revolted 

against the old conceptions of form, 

and turned towards the beauty found 

in simple lines and interestin g contours. 


It was to learn if the public desired sim- 
ilar beauty in plumbing fixtures, that 
Crane Co. created the Corwtf lavatory. 
Believing then that the market would 
lie among those who wanted the best 
and latest in appointments, they fash- 
ioned it of twice-fired vitreous china. 
The success this lavatory met with needs 
no retelling. The appeal of the Corwth 


is universal. 








i 





Now the beauty of the Corwzth has been 
brought within the range of everyone’s 
pocketbook. For it has been produced 
in enamel ware. 


To the trade this means that the most 
popular fixture design which Crane Co, 
manufactures is available at a consider- 
ably lower price. 


Be sure to place one in your display 
room. And bring your customer to see 
the complete Corwsth family at nearby 
Crane Exhibit Rooms. 


CRANE 


GENERAL OFFICES: CRANE BUILDING, 836 S. MICHIGAN AVENUE, CHICAGO 
NEW YORK OFFICE: 23 W. 44TH STREET 


Branches and Sales Offices in One Hundred and Eighty Cities 
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CENTRAL 


A complete line of plumbing 
fixtures, offering abundant 
choice for all tastes, and enjoying 
a wide preference among sub- 
stantial wholesalers and plum- 





Sine 





bers—on a quality appeal. 


Fig. 50. Central Swing Spout Sink Fixture. 
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Fig. 1491. Tub Filler Combination with 
Centralift Drain and Overfiow. 


A 


Fig. 1372. Central Built-in Shower. 
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Fig. 71-A. Central Lavatory 


Faucet. Fig. D-460. Paragon Combi- 


nation Laundry Fixture, 
Rough N. P. 


In bath, lavatory, and 
sink fixtures, a broad range 
of finish is offered, includ- 
ing white, black,”or 
colored china, and all- 
metal trim, either Nickel 
or Crome Plated. 


Examine the Central Dis- 
play at your Wholesaler’s 
—You may be sure he has 
selected the Central Line 
on a basis of careful com- 
parison. 


| 


Float Valve for Low Tanks. 


<=, 


Fig. D-511. Paragon Offset 
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Trade Golf Association, to be held at the Upper Montclair 
Country Club, Montclair, N. J. 


September 13, 1929.—The September meet of the Western 
Trade Golf Association, to be held at the Glen Oak Country 
Club. 


September 17, 1929.—The September meet of the Metro- 
politan Trade Golf Association, to be held at the Pelham 
Country Club, Pelham Manor, N. Y. 


September 18, 1929.—The September meet of the Heating 
and Ventilating Golf Association of Philadelphia, to be held 
at the St. David’s Country Club, Wayne, Pa. 


September 24, 1929.—The September meet of the Eastern 
Trade Golf Association, to be held at the Fox Hills Golf Club, 
Stapleton, S. I., N. Y. 


October 4, 1929.—-The last meet of the year of the Western 
Trade Golf Association, to be held at the Calumet Country 
Club. 


October 7, 1929.—The first Fall dinner and dance of the 
Portland, Me., Master Plumbers’ Association. 


October 16, 1929.—The October meet of the Heating and 
Ventilating Golf Association of Philadelphia, to be held at the 
Cedarbrook Country Club. 


October 17, 1929.—The October meet of the Metropolitan 
Trade Golf Association, to be held at the Westchester-Bilt- 
more Country Club, Rye, N. Y. 


November 20, 1929.—The November meet of the Heating and 
Ventilating Golf Association of Philadelphia, to be held at the 
Green Valley Country Club. 


January 27, 28, 29, 30 and 31, 1930.—The International Heat- 
ing and Ventilating Exposition, to be held at the Commercial 
Museum, Philadelphia, Pa. 


* 

Peavy Made Minneapolis Heating Secretary 

Victor L. Peavy, well known 
held organizer, has recently been 
appointed secretary of the Heat- 
ing and Piping Contractors Min- 
neapolis Association, and will 
maintain headquarters in Suite 
1052 Builders Exchange . build- 
ing. 

Mr. Peavy was formerly with 
the, then, National Trade Exten- 
sion Bureau, which he left to take 
on the duties of field representa- 
tive for the Wisconsin Master 
Plumbers Association, which he 
aided in building up to its pres- 
ent size. He has recently been 
doing field work for that associ- 
ation, as well as for the Indiana Society of Sanitary En- 
gineers, and for the Heating and Piping Contractors 
Wisconsin Association. 


Victor L. Peavy 


© 
Tulsa Association Holds Open Meeting 
The Society of Sanitary and Heating Engineers of 
Tulsa, Okla., held an open meeting May 7. Every mas- 
ter plumber of Tulsa was invited and there were 38 
present who enjoyed the good program which the enter- 
tainment committee had arranged. The entertainment 
consisted of dancing, boxing, two readings and harmonica 
playing. 
© 
President Lewis Plans European Trip 
President Thornton Lewis, of the American Society 
of Heating and Ventilating Engineers, is planning to 
sail for England on the S. S. Mannewaska on July 6 
and will spend about two months in Great Britain and 
on the continent. 
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P.4 HAND- FORGED x | 





The largest variety 
of the strongest and 
longest wearing 
tools is shown by 
our Display Boards 
in your jobber’s 
store. 

Buy Plomb Tools 


from the Jobber’s 
Salesman’ s Catalog 








PLOMB TOOL CO. 
2209 Santa Fe Ave. 
Los Angeles 
1146 W. Lake St. 
Chicago 
4306 36th St., Long 
Island City, N. Y. 


Immediate Delivery 
from Eastern Stocks 























easy to 
install 


and 


control 


“Buffalo” 
Breezo-Fin Units 
are light in ‘‘Heat with Unit Heaters”’ 
weight, easily 
hooked up to steam and electric lines and may be 
suspended from walls or ceiling. Their heating 
efficiency is higher and far superior than direct 
radiation and the unit control makes a very 
flexible arrangement. 





If you are not acquainted with the low cost of 
heating with Breezo-Fin heaters write us today 
for detailed information. 


Buffalo Forge Company 
483 Broadway + Buffalo, N. Y. 


In Canada: 
Canadian Blower & Forge Co., Ltd., Kitchener, Ont. 
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The New 
American 


Bank Building 


New Orleans, La. 








Architect 
M. Goldstein 


Plumbing Contractors 


Robinson Plumbing Co. 


Plumbing Jobbers 
Jefferson Supply Co. 
















a 
atrous 
FLUSH VALVES 
Used Throughout 


Write for full details to 


PLUMBING DIVISION 
Watrous Flush Valves—Duojet Closets—Self-Closing Basin Cocks—Combination 











Lavatory Fixtures—Pop-Up Wastes—Liquid Soap Fixtures, etc. ° 
Sold by leading plumbing jobbers throughout the United States : 
1231 West Harrison Street BRANCH SALES OFFICES CHICAGO 
J. J. Hurley, 402 Architects Bldg., Detroit, Mich. Sprekelmeyer-McDonald Co., Inc., Ist National 
W. W. Morgan, Inc., Real Estate Trust Bldg., Philadelphia, Pa. Bank Blidg., Fort Worth, Tex. 
W. J. Butler, 22 Cushing St., Wollaston, Mass. B. J. Mulcahy, 210 S. Tenth St., Minneapolis, Minn. 
J. M. Donohue, Rm. 1141, 55 W. 42nd St., New York, N. Y. R. J. Shank, 925 Grand Ave., Des Moines, Iowa 
M. D. Williams, 9 West Fulton St., Columbus, Ohio W. C. Shanley, 811 E. Armour Blvd., Kansas City, Mo. 
W. E. Blair, Jr., ©) Coronado Hotel, St. Louis, Mo. Rex W. Williams, 402 Scott Bldg., Salt Lake City, Utah 
E. P. Scales Eng. Co., Bennie Dillon Bldg., Nashville, Tenn. Clarence Drucker, 307 Minna St., San Francisco, Cal. 
Carl P. Leibold, Brown Marx Bidg., Birmingham, Ala. L. C. Coombs, 1010 North Gardner St., Los Angeles, Cal 


H. E. Darton, 506 Carondelet St., New Orleans, La. Richard O’Brien, 812 Shelby St. Seattle, Wash. 




















The TRADE 


NEWS FOR PLUMBING AND HEATING CONTRACTORS 








A. $. H. V. E. Completes Summer 
Meeting Arrangements 

The semi-annual meeting of the American Society of 
Heating and Ventilating Engineers is to be held at Big- 
win Inn, Lake-of-Bays, Ont., Can., on June 26, 27 and 
28. Plans are practically complete for the meeting, 
which is the first meeting of the society ever to be held 
outside the United States. 

M. Barry Watson is chairman of the committee on 
arrangements, EF. B. Sheffield, president of the Ontario 
Chapter, is chairman of the transportation committee, 
Melvern F. Thomas has charge of the reception of mem- 
bers, A. S. Leitch is head of the committee on enter- 
tainment, and Edward M. Dolan is chairman of the 
publicity committee, while Arthur J. Dickey is in charge 
of the financing arrangements. 

Plans for the meeting include technical sessions daily 
from 9:30 a.m. to 1:00 p.m., with the remainder of the 
time available for members to do as they wish. 

It is expected that two golf tournaments will be held 
during the meeting, the lawn bowling contest will en- 
gage some of the members, a boat trip will be enjoyed 
and a tea and bridge party will be provided for the ladies 
as well as dancing every evening. 

For the fishermen, Lake-of-Bays, or Hollow Lake, 
provide plenty of opportunity for trolling for lake trout 
and salmon trout. Bass fishing is also good and fishing 
equipment and guides are available. 

All business sessions of the meeting will be held in 
the pavilion, which is located at the water’s edge, con- 


nected with the east and west lodges by covered passage 
ways. 

The following is the program for the meeting. 

Wednesday, June 26 

8:30 a. m.—Registration. 

9:30 a. m.—Greeting by Ontario Chapter president. 

Response by President Thornton Lewis. 

The Measurement of Air Velocity, by Prof. J. H. Par- 
kin. 

Overall Heating Efficiency of the Research Residence 
Warm Air System Analyzed, by Prof. A. P. Kratz and J. 
KF’, Quereau. 

Air Conditioning System of a Detroit Office Building, 
by H. L. Walton and L. L. Smith. 

Report of Committee on Code for Testing and Rating 
Unit Heaters, by D. E. French, chairman. 


Thursday, June 27 


9:30 a. m.—Report of Committee on Interpretation of 
Code for Rating Low Pressure Heating Boilers, by L. A. 
Harding, chairman. 

Determining Dust Quantities in Air, by Prof. F. B. Row- 
ley. 

Capacity of Radiator Supply Branches for One and Two- 
pipe Systems, by F. C. Houghten, M. E. O’Connell and 
Carl Gutberlet. 

Pipe Sizes for Hot Water Heating Systems, by Prof. F. 
FE. Giesecke and E. G. Smith. 

Report of guide publication committee, by S. R. 
chairman, 


Lewis, 


Friday, June 28 
Report of committee on code for Heating and Ventilat- 
ing Garages, by E. K. Campbell, chairman. 


Milwaukee Master Has Attractive Showroom 





11] 





modern showroom at 


He 
oe left is maintained by 
Albert Smukowski at 397 
Milwaukee, 


Lin- 


While the photograph shows only 


coln avenue, 
a small portion of the display, it 
gives a good idea of the attrac- 
tive roominess of the display, 
and the absolute lack of crowd- 
ing of fixtures. Note the orderly 





show case of specialties and ac- 


cessories in the right foreground. 
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Time Lag as a Factor in Heating Engineering Practice, 
by James Govan. 

Overall Heat Transmission Co-efficients as Determined 
by Test and by Calculation, by F. B. Rowley, A. B. Algren 
and J. L. Blackshaw. 

Five Suggested Methods of Appraising Insulations, by 
Paul D. Close. 

Report of Advisory Committee on Heating and Venti- 
lating Exposition, by H. P. Gant, chairman. 


a 
Heating and Piping Contractors Announce 
Convention Details 
Dr. Hugh P. Baker, manager of the trade association 
department of the Chamber of Commerce of the United 
States of America, will be the headline speaker at the 
fortieth annual convention of the Heating and Piping 


ENGINEERING 


June 1, 1929 


Contractors National Association to be held June 10 to 
13, at the new Hotel Jefferson, St. Louis, Mo. Dr. 
Baker’s subject will be “Better Business Through Better 
Trade Relations.” 

For the first time in the history of the association, 
representatives will be in attendance from every one of 
the forty-eight states. Special trains will be run from 
New York and Chicago. Reduced fare privileges for 
the convention have been granted, which means that the 
members going to the convention by rail can make the 
round trip for one and one-half fares instead of two 
fares. 

Another high spot on the convention program will 
be the address of Nicholas J. Biddle, of Detroit, author 
of the Biddle Credit Plan, who will tell how the indus- 
try can cure its credit ills. Russell G. Creviston, seere- 


Heating Contractor Flies to Jobs 


HE development of methods of transportation dur- 

ing the past decade—developments in which the air- 
plane is daily playing a more important part—1is brought 
into sharp relief when the facilities of earlier days are 
recollected. Fuller utilization is being made by the 
bigger interests in the plumbing and heating industries 
of the time saving that is afforded by the fast traveling 
ships of the air. 
Mass., RK. H. Baker, president of R. IH. 
saker, Inc., a heating and piping contracting concern 
whose operations are unusually extensive, both in mag- 
nitude and in the distance that separates one from the 
other, has appreciated the indispensability of air travel 
in maintaining liaison with the various operations his 
company has in hand. One of these, for example, the 
piping of a new state institution comprising fifty build- 
ings, aggregating $1,500,000, about 25 miles outside of 
Poughkeepsie, N. Y., is, with the aid of a plane, hardly 


In Boston, 







much further in traveling time than the distance by au- 
tomobile from one side of Boston to the other. On cer- 
Mr. Baker arrived at his office in the 
morning, read his mail, dictated his letters, boarded his 
plane, flew 45 minutes, landing right at this job, and re- 
turned to Boston before the close of business, a trip 
that would take the better part of two days by train, 


tain occasions, 


and by driving an automobile from Poughkeepsie. 

Other operations of the company can, by air travel, be 
visited in three or four days, as against three weeks 
when railroad transportation is employed. ‘Then, too, 1 
emergencies, a special fitting or any unit weighing up to 
500 pounds, the lack of which for the moment would tie 
up a job, has been loaded in the plane and transported 
with much greater speed and less cost in the long run 
than if expressed by train. 

Aside from the fact that the company has offices in 
the Cambridge section of Boston, in Detroit, Mich., and 
New York City under the direction of engineers, Mr. 
Saker, who is also an engineer, having been graduated 
trom the United States Naval Academy at Annapolis, 
Md., gives each undertaking his personal attention. Mr. 


Baker purchased a plane about four months ago, and 
liked it so well he bought a larger and more powertul 
machine. 


Referring to its economy, he said it will fly 


ik eee . 
% ~ 
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600 hours, an equivalent of 60,000 miles, with little or 
no repairing required, and has proved a means of quick, 
inexpensive transportation. The ship, a three seater, 1s, 
of course, on occasions used by other executives, and by 
those who supervise the projects which require gener- 
ally the employment of an organization aggregating 25U 
men and at times a grand total of over 400 persons. 
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ARE ALWAYS MARKED WITH’ THE “DIAMOND” 





Right: Sectional view of a Fig. 651 Standard Iron Body Gate Valve, flanged, with outside screw 


and yoke and rising spin 








Above: Typical installation of Fig. 651 valves, together with a Jenkins Fig. 29 





, Standard Iron Body 


Swing Check Valve in lines to house tank on top floor of the Liberty Title a rust Building, Phila- 


delphia, Pa. 


Keep good plumbing at its best 


When a new plumbing installa- 
tion is given the final “O. K.,” 
its chances of remaining so 
depend much on the valves. To 
stay good, plumbing needs good 
valves. 


Where the valves are Jenkins, 
plumbing is always kept at its 
best. [The characteristic strength 
of Jenkins Valves assures un- 
varyingly dependable valve per- 
formance, unaffected by strains 


sion or contraction. Frequent 
handling does not interfere with 
the leak-tight seating of a Jen- 
kins. Correct design, analyses- 
proved metals, and exacting 
care at each step of manufac- 
ture provide against every stress 
and strain of service. 


There is a Jenkins Valve for 


practically every installation. 
Made in bronze and iron, in 
standard, medium and extra 





of pipe settling, lifting, expan- heavy. At all supply houses. 


JENKINS BROS. 


80 White Street, New York, N.Y. 133 No. Seventh Street, Philadelphia, Pa. 
§24 Atlantic Avenue, Boston, Mass. 646 Washington Boulevard, Chicago, Ill, 
JENKINS BROS., Limited, Montreal, Canada; London, England 
Factories: Bridgeport, Conn.; Elizabeth, N.J.; Montreal, Canada 


enkins 


VALVES 
Since 1864 
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are back of this development 
will never cause you a single 
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Fig. 118 (No. 5— %-inch Compound Injector. 
Patented in U. S., Canada and Foreign Countries. 
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32 Years of Thought 


For every typeof water softening installation, 
a Dehn Automatic Water Softener is right. 


Thirty-two yearsof careful thought andstudy 


and a Dehn 


come-back. 


Reasonably priced and guaranteed to meet 


every de- 
mand placed 
upon It. 


Ask your 
jobber about 
the Dehn. 
Or, write us 
for full facts 


at once. 


COMPOUND 
INJECTOR 
& SPECIALTY 
COMPANY 


419-421 D. North 

Laramie Avenue, 

Chicago, Illinois, 
U.S.A. 
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by using 
McALEAR 
UNIVERSAL 
RADIATOR HANGERS 


McAlear Radiator Hangers are 
fully adjustable, requiring only 
one wall bolt—are more fi2xible 
than any hanger ever built. 


One type of hanger will suspend 
any standard radiator either 
134 or 2'% inches from the wall, 
above or below baseboard. 
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Stocks in Principal Cities 
for Immediate Delivery. 









1901-7 South Western Avenue 
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tary-manager of the Plumbing and Heating Industries 
Bureau, will talk on the subject of “The Future of the 
Heating Industry,” and E. L. Flentje of the bureau, 
will discuss sales methods. 

Reports which will be read to the convention will 
cover the work of the committee on standardization, 
committee on Certified Heating, the sub-committee on 
welding, the sub-committee of boiler output, the member- 
ship committee, and the committee on trade relations. 


MONDAY, JUNE 10 
Morning 
Meeting of the board of directors. 
Meeting of secretaries’ conference. 
Afternoon 
Opening session. 
Sing ‘‘America.’’ 
Address cf welcome by Victor J. Miller, 
mayor of St. Louis. 
Welcome to St. Louis. 
ciation. 
President’s address, Walter Klie. 
Convention photograph. 
Appointment of convention committees. 
“Better Business Through Better Trade 
Relations,’’ Dr. Hugh P. Baker, manager, 
Trade Association Department, Chamber 
of Commerce of the United States of 
America. 
Notices by local committee. 
Adjournment. 
Evening 
“The Old Guard’’ Dinner. 
ret-Together Party. 
Program and Dancing—Informal. 


TUESDAY, JUNE 11 
Morning 

Call to order and announcements. 

Report of the chairman of board of direc- 
tors, Frank W. Howard. 

Report of treasurer, Horace W. Jones. 

Report of the auditing committee. 

Report of national headquarters, Joseph C. 
Fitts, assistant secretary. 

“The Future of the Heating Industry,” Rus- 
sell G. Creviston, general manager, 
Plumbing and Heating Industries Bureau. 

‘“*A Credit Plan for Construction,’’ Nicholas 
J. Biddle, general manager, Allied Con- 
struction Industries, Inc. 

Reports of committees. (Presented by title 
having been previously published in the 
June issue of the official bulletin). 

Report of committee on standardization, 
Ralph S. Franklin, chairman. 

Report of Sub-Committees. 


The St. Louis asso- 


Sub-Committee on Boiler Output, George 
M. Getschow, chairman. 
Sub-Committee on Depreciation, William 


W. Hubbard, chairman. 

Sub-Committee on Welding, John H. Zink, 
chairman. 

Text Book on Welding, S. Lewis Land, edu- 
cational director, Plumbing and Heating 
Industries Bureau. 

Discussion of the report of the committee 
on standardization and its Sub-Commit- 
tees. 

Adjournment. 

Afternoon 

Sightseeing trip. 

Evening 

Theater party, “The Student Prince,’ 

the Municipal Open Air Theater. 
WEDNESDAY, JUNE 12 

Morning 

Call to order and announcements. 

Report of membership committee, E. W. 
Verity, chairman. 

Discussion of report of membership com- 
mittee. 

Report of committee on by-laws, Herbert 
A. Snow, chairman. 


, 


at 


(Continued on Page 117) 











HEGGIE-SIMPLEX 


EPPERSON ES the FERSE 
JACHKETED 


SEFETE BOR TR 











OT just another jacketed 
boiler! This new Heggie-Simplex 





unit is, first of all, of crackproof 
steel construction; designed to 
produce heat at an unprece- ees 
dented low cost. | —e€ <-> ae 








The sparkling beauty of its jacket 
is made permanent by tough 
lacquer finish. Thick blankets 
of rock wool insulate all sides. 


: 
Its smart coloring—French grey Yz— | 
with black trim—is what women a HEGCIE-SIMPLEXG | 5 of 
want. They like its dignified, . airbags at 


3 
<< js 


unobtrusive beauty. and prac- 
tical value in not showing dust. 
A(t a recent exhibit, attended by 
thousands. this boiler was dis- 





played in a variety of colors, in- a 
cluding those usually used on A 
jacketed boilers. When asked 3 
their preference, 92% chose 4 
this French grey and black. a 
. 
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SEH A tes Adding the Beauty of 
SAMS Modern Coloring to the 
Permanence of Steel 





A New Standard in 





BRock Wool Biamkets 
Emesutiate AER BE Sides 


Ready-cut blankets of Rock Wool that 
only have to be laid in place, are supplied 
for all sides of this Heggie-Simplex Boiler. 
This material the Bureau of Standards has 
shown is twice as valuable as that ordi- 
narily furnished with jackets. 


Bus ¢t ZEwo RPieces 
Form Ehis Backet 


It is so easy and simple to assemble this 
Heggie-Simplex jacket that the time re- 
quired is negligible. Two halves form the 
entire jacket, clamping together without 
screws or bolts. 


Residence Boilers 








Hieat without waste 


HEHE permanence of crackproof construction and high effi- 
ciency that have made steel boilers the accepted standard in 
large buildings. plus modern artistic beauty, now are avail- 
able for houses and small buildings in the new Heggie-Simplex 
Jacketed Steel Boiler. 


This new model not only adds color to the basement, but 1| 
operates at a fraction of the cost of ordinary residence boilers. 
Its spacious combustion chamber, large amount of direct heat- 
ing surface, tubular flues and unrestricted circulation of water 
provide the essentials necessary to burn all of the fuel and utilize 
its heat without waste. The blanket of rock wool insulation 
that lines the jacket adds further to the boilers economy. 
Its large fuel capacity minimizes care. Its unit construction 
minimizes installation cost. It is adaptable to any fuel—coal. 
gas, oil. Full details on request. 


Heggie-Simpiex Boiler Company, Joliet, Hlinois. Representatives in prin- 
cipal cities—telephone and address listed under **Heggie-Simplex Boilers. 


HEGGIE-SIMPLEX 





STEER HEATEANG BOELERS 
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Discussion of report of committee on by- 
laws, followed by action on same. 

“Pipe Welding in the Heating Industry,’’ 
John H. Zink, chairman, sub-committee 
on welding. 

“Humidity in 
Fleisher. 

Report of committee on certified heating. 
A. R. Thompson, chairman. 

Discussion of report of committee on cer- 
tified heating. 

Report of field representative, 


the Home,’ Walter L. 


Edward G. 


Byrd. 
12:55 p. m. Adjournment. 
Afternoon 
12:30 p. m Ladies’ bridge luncheon. 
2:00 p. m Features for men, golf, baseball, industria) 
trips. 
Evening 
7:00 p. m Dinner dance. 


THURSDAY, JUNE 13 


Morning 

Call to order*and announcements. 

Report of nominating committee. 

“The Secretaries’ Conference, Its Purpose 
and Scope,’’ William E. Taylor, executive 
secretary, Heating and Piping Contrac- 
tors New York City Association. 

“Market Research Applied to the Heating 
Industry,’ E. L. Flentje, market re- 
search division, Plumbing and Heating 
Industries Bureau. 

Report of convention committees. 

New business. 

Election of officers. 

Installation of officers. 

Adjournment Sine Die. 


. 
Merchant Plumbers Federation Meets 

Approximately 120 men and women, representing the 
membership of the Federation of Merchant Plumbers 
Associations of Southern California, met recently at the 
Miramar Hotel, Santa Monica, Calif., for the fourth 
monthly meeting of the federation for 1929. The Santa 
Monica Merchant Plumbers Association, ably assisted 
by the ladies auxiliary of that association, were hosts 
for the occasion. This meeting was notable from the 
fact that the attendance of the ladies, inaugurated at the 
San Bernardino meeting, was far greater than at any 
previous meeting and the presence of the ladies at the 
banquet board lent a festal appearance to the event. 

C. G. Wilkinson reminded the merchant plumbers 
present of the importance of the insurance department 
of the state association. Consequently he called for a 
report of this adjunct to the association, and a report 
was made that the present benefit to the families of de- 
ceased members amounted to $1,044. During the last 
five years there had been but five deaths among the mem- 
bers, permitting a considerable accumulation of funds, 
and providing this very comfortable sum as a benefit 
for surviving relatives of deceased members. Taking 
advantage of the fact that so many ladies connected with 
the industry were present, the report urged them to 
encourage their husbands and fathers to avail themselves 
of the advantages of this insurance feature, assuring 
them that it provided the very cheapest form of insur- 
ance available. 

The speaker of the evening was Perry Sawyer, of 
the Sawyer-Hassett Co., wholesalers of plastering mate- 
rials, who spoke on the subject: “Credit.” Mr. Sawyer 
prefaced his remarks by saying that ordinarily a credit 
man was selected by trade bodies to talk upon the subject 


9:00 a. m. 


12:55 p. m. 


ENGINEERING 

















5 times as fast! 


Major Segrave recently drove his “Golden 
Arrow” a mile in 15.56 seconds. 5 times as fast 
as the average rate of a record breaking 
Santa Fe train. 


5 to 1 has a vital bearing on a plumbing and 
heating contractor’s work. It shows the rela- 
tionship of pressure increase to temperature 
increase in closed domestic hot water supply 
systems. 


What a Red Top Does 


A Red Top Relief Valve, Model No. 1, keeps 
such a “closed’’ system open, and relieves 
pressures automatically before they reach a 
point where explosions threaten. It works on 
the gravity principle and may be set for 50, 
75, 100 and 130 lbs. 


Both this valve, and 
Red Top No. 2 for hot 
water heating systems 
are approved by the 
Underwriters’ Labora- 
tories, Inc. 


Let us give you further informa- 
tion. Use the coupon below. 








Neptune Meter Co. 
50 E. 42nd St. New York City, N. Y. 


Branch Offices in Principal Cities 


Red jop 
Keke? Valve 


D.E. 6-1-29 


Sectional View, Vodel No. 1 for 


domestic hot waler supply systems 








50 East 42nd Street, New York, N. Y. — - 
Please send me a copy of the new edition of your folder, ‘‘Protection, | 
which describes Red Top Relief Valves and their operation. | 
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EAGLE~—te roof flange 
with the beveled edge 



















Try an Eagle Super Flange 
on your next job, if you 
haven’t already experienced 
the greater convenience 
and satisfaction offered by 
this new all-lead, one-piece 


flange. 


The rounded corners and 
beveled edges of the Eagle 
Super Flange make it un- 
usually easy to handle. And 
a feather edge at the boot 
top, together with a special 
caulking ring, make water 
tight caulking easy. 


Made of 100% pure 
Southwestern Missouri Pig 
Lead, in one piece, under 
100 pounds pressure, there- 
by eliminating blowholes. 
Pliable, ductile and sturdy. 

At your jobber or dealer. 
Free descriptive folder on 
request. 

The Eagle-Picher Lead 
Company, Chicago, Joplin, 


Cincinnati. 


EAGLE 





ALL LEAD Ni 
ONE PIECE S.. 


4 


——~ 


Reg.U .8.Pat.off. 
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of credit on the assumption that, béing a credit man, he 
should know whereof he spoke. + Therefore it might ap- 
pear to be something of an andjnaly for a mere mer- 
chant to arrogate to himself the right to talk upon such a 
subject, but he was of the opinion that the mere mer- 
chant had this right because, where credit was not duly 
and properly regulated, he was the chief sufferer, there- 
fore he had direct knowledge of the effects. 


He said that the greatest menace to profitable busi- 
ness was the irresponsible competitor. In the past many 
expedients had been resorted to to curb this menace and 
it had become necessary to analyze business a little closer. 
The results of this analysis revealed the fact that the re- 
liable man in business was being pushed out of business 
by the man without a sense of responsibility and that a 
state of competition was being introduced that tended to 
perpetuate the irresponsible element and to eliminate 
the responsible element. 

The speaker said that prompt payment of bills upon 
a certain date puts everyone upon the same basis, and 
any business which does not adopt some such plan can- 
not expect to make much money. It happens that some 
irresponsible contractor figures on every job, and thus 
sets the price for the responsible man to meet, result- 
ing in loss to everyone. 

State Secretary C. R. Hutton reported upon the re- 
sults of his ten weeks’ trip in north central California, 
from which he had returned within the last few days. He 
said he had, during this time, visited the merchant 
plumbers in 70 towns and cities, and was glad to report 
that there had been a change in affairs in the plumbing 
industry during the last four months, the time that had 
elapsed since his last trip north. Among other things, 
he said that upwards of 100 merchant plumbers, during 
those four months, either had revised their bookkeep- 
ing systems to a cost accounting basis, or had installed 
entirely new systems. 


* 
Injured by Peculiar Golf Accident 

IX. A. Lewin, a member of the firm of Lewin and 
Mowbray, plumbing contractors of Minot, N. D., had a 
peculiar accident recently while playing golf. He drove 
from the tee and his ball hit a rock, rebounding into his 
eye and knocking him unconscious. A hemorrhage of 
the eye resulted, but hope was given that it could be 
saved, 


The Use of Gas for Residence 
Heating 


(Continued from Page 50) 


checked over, for size, pitch, and stoppage, as any 
one of these conditions, if improper, will interfere 
with the proper delivery of heat. 

The insulation covering on hot water or steam 
boilers should be repaired, if necessary, by patching 
any openings where the heat can escape from the 
boiler. This will prevent any excess air entering the 
lurnace or boiler. 

in order that the proper combustion of gas be 
maintained, an Orsat test of the burned gases in the 
smoke pipe is recommended to determine the 
proper air gas ratios for complete combustion, keep- 
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No Matter How 
Old It Is— 


The Kalamazoo Water 
Supply System operates 
silently, smoothly, ef- 
ficiently. 

A service call on one is 
something you'll never 
experience. 


Through your jobber or 
wrile us direct for full 
information and prices. NER 


NATIONAL WATER 
LIFT CO. 





Kalamazoo :: Mich. 
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PIPE, -INSTALLATIONS 


ile LARGE AND SMALL | 


‘LEAK, FREE. 


are being made with Airco-Davis-Bournonville Welding 
and Cutting Outfits, easily taken to any point on the job. 


AIR REDUCTION SALES COMPANY 


Manufacturers and distributors of Airco Oxygen, Airco Acetylene, Airco-National Carbide 
Airce - Davis - Bournonville Welding and Cutting Apparatus and Welding Supplies 
fe rsey City Philadelphia 
os Angeles Pittsburgh 
te, Richmond 
Minneapolis Seattle 
, Oklahoma City St. Louis 
Charlotte, N. C. - Wheeling 
Home Office: 342 Madison Ave., New York City, N. Y. 
75 Plants 110 Warehouses 


Baltimore Chicago 
Bettendorf, la. yee 
Dayton 
etroit 


Emeryville, Calif. 











The man who can install a steam 
heating job can readily under- 
stand and install 





ELECTRIC REFRIGERATION 


In other words the logical outlet 
for refrigeration is through the 
trade. The Trupar line is complete 
—residence models, apartment 
models and commercial installa 
Trupar RefrigerationisSimple, tions. Have us lay entire propo 
Sturdy, Dependable sition before you? Write. 





Trupar Manufacturing Co. 


14@ Davis Avenue Dayton, Ohio 
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FLAGG FITTINGS have 
been manufactured for 
three generations. They 
have gradually grown in 
popularity until today 
FLAGG FITTINGS are 
used in all sections of 
the world. 


STANLEY G. FLAGG & CO., Inc 


1421 Chestnut St. 
Philadelphia, Pa. 
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ing the percentage of carbon dioxide about 8% and 
free oxygen about 7%. 

A customer usually discounts any deficiency in his 
plant when he installs gas and expects better results 
than ever before. At least if he does not get satis- 
factory results he places the blame on the installa- 
tion, regardless of the previous experience he may 
have had. If certain rooms do not heat; if the gas 
bills are too high, it is the fault of the gas burner. 
This is probably not intentional on the part of the 
user; he merely forgets about his previous diffi- 
culties :—it is a characteristic of gas house heating 
customers. The moral is: Thoroughly check the 
house and heating plant before installing the burner. 
lf any of these deficiencies are found, advise the cus- 
tomer of them and make recommendations as _ to 
what changes, additions, etc., are necessary to obtain 
satisfactory heating service. Otherwise a sick job 
will result, causing no end of trouble. 

In installing a gas boiler on new and replacement 
jobs the proper size unit may be selected in the reg- 
ular manner from the boiler rating. It is always 
well to make an additional check through the gas 
burning capacity of the gas-fired unit. As in conver- 
sion work it is convenient to figure the maximum 
hourly gas requirement in terms of radiation. For 
this purpose the following factors will be convenient. 

21 cu. ft. of gas per hour for each sq. ft. of cal- 
culated hot water radiation. 

40 cu. ft. of gas per hour for each sq. ft. of cal- 
culated steam radiation, 
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Regulation Accessories 


It is very impractical to burn gas without thermo- 
static regulation, both from the standpoint of econ- 
omy and also personal comfort. For these reasons 
the heat regulator is considered an integral part of 
the gas burning equipment and is absolutely neces- 
sary for its proper functioning. The use of a heat 
regulator in connection with burning gas will reduce 
the heating cost from 15 to 30 per cent per season, 
which usually justifies the additional cost of this 
equipment. From the gas company’s standpoint the 
thermostatically controlled heating plant is partic- 
ularly desirable, for it operates on a lower maximum 
hourly demand with a corresponding increase in load 
factor. A greater diversity factor can also be ex- 
pected from such operation. 

Another accessory which should always be included 
in the installation of gas heating equipment is the gas 
pressure regulator. Many manufacturers now in- 
clude this piece of apparatus with the equipment, 
realizing the value of the pressure regulator in ob- 
taining the highest efficiency of combustion. The 
pressure regulator renders another valuable service 
which is of particular concern to the gas industry 
and this has to do with continuity of service. On 
the coldest days, when the heating plant requires 
the greatest amount of gas, the pressure is usually 
the lowest. With the pressure regulator and burner 

orifice properly adjusted for about two ounces pres- 
sure the heating equipment will continue to function 
properly whereas equipment without a pressure reg- 
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Johneton Bros. Inc., 
Ferryeburg, Michigan. 
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the un- 
furly satisfactory, PrinciPensy sete of ¢he house, 
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even tenperer impossibility of ever heating eevera 


of the rooms upstairs. 


uy original heating 


in my residence 
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+ ae ee Le and has been in operation since 

stab a oil bill expense of $75.00 pe ha 

Sane @ in my house is evenly and toy 
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not exceeds S, and as you know the —_— winter 
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Pleased Owners Mean 
More Oil-Burner Sales 


Enthusiastic owners, like the one whose letter is 
reproduced at the left, mean more oil-burner sales 
for you. Actual service records show that the 
Johnston Oil-Burner Boiler cuts oil fuel costs from 
25% to 50%. Get one Johnston Oil-Burner Boiler 


installation in your territory and watch your 
business increase. 


Write today for your copy of 
the new catalog illustrating 
and describing the Johnston- 
Oil-Burner Boiler. It will be 


mailed free on request. 


JOHNSTON BROS. 
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ulatot and adjusted (as is always the case) at an 
offpeak time might fail entirely to function. 


Co-operation Must Exist Between Heating Trade and 
Gas Company 

The success of any gas house heating program is 
doubly assured when the proper relation exists be- 
tween the heating trade and the local gas company. 
Without the co-operation of the gas company the 
heating trade can make little headway, and without 
the co-operation of the heating trade the gas com- 
pany is bound to lose many new customers who 
would be large consumers. The interests of the two 
are different. The gas company is interested in 
building load, the heating trade in making a profit 
on the job. It would seem that these institutions 
could very easily co-operate to their mutual benefit, 
and today conditions in this respect are better than 
they have been for some time, and they are steadily 
improving. 

For those contemplating house heating sales cam- 
paigns, it is well to know that more than one house 
heating program has come to grief for lack of proper 
foundation at the start. The first step in building 
this foundation is the proper alignment of the gas 
company and the heating trade. Such a co-operative 
policy will protect the heating contractor against 
unfair competition; he is assured of his profit on the 
installation; and he is relieved of service calls. The 
gas company is protected against high bill com- 
plaints resulting from incorrect estimates of fuel 
consumption; it is protected against unsatisfactory 
operation due to the installation of jobs where main 
capacity is insufficient; and it is protected against 
sick jobs resulting from installing too small a boiler, 
or a job in an under-radiated building. And last, 


the home owner is assured of ample equipment to | 








handle the load and an operating cost approximating | 


his expectations from the estimate submitted. 


There is a great field for both heating contractor | 


and gas company, if they pull together. 


Copper Tubing Service Applica- 
tions and Installations 


(Continued from Page 55) 


the ductility of the pipe, allowing it to be bent 
around obstructions without the use of fittings. 

A hack saw, file, oil can, flanging tool, hammer, and 
monkey wrench were all the tools needed for the 
inaking of this installation there being no exact meas- 
uring for lengths and threading as in the average 
plumbing installation, due to the fact that the ends 
of the copper plumbing pipe are flanged over 90 de- 
grees and securely locked into fittings. It might be 
added here that vibration has been found to have 
little effect in loosening this joint when it has been 


tightened up. No exact measurements were neces- | 


sary due to the fact that the pipe 1s flexible enough 


so that it can be bent out in an arc if it 1s too long | 


for the requirement. As to the fittings, every joint is 
in itself a union connection and every connection to 
a fitting is made with standard iron pipe threading. 
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HOFFMAN—ECONOMY PUMPS 
Vacuum and condensation—for all types 
of heating installations. 

HOFFMAN MOTO-HEATERS 


An improved type of unit heater, in sus 
pended and floor mounted types. 


Wrile for calalogues 


HOFFMAN SPECIALTY COMPANY, Ine. 
Dept. X-21, Waterbury, Conn. 





HOFFMAN VALVES : HOFFMAN CONTROLLED HEAT 








THE VANDERMAN MEG. Co. 


VANDERMAN 


Combination 
Bench Pipe Vise 


Here is the vise you want. 
Strong—fast—easy to 
handle. It grips tight and 
stays tight, yet can be re- 
leased without effort. 
Has removable steel jaws. 





Send for Catalogue 
Manufactured and for Sale by 






Willimantic, Conn. 








used to advantage in pumping 

umscreened sewage and _ grease 
drainage from buildings where 
toliets or drain pipes are below street 
sewer level--moving crude sewage 
and drainage from low-lying districts 

handling sludge and effluent at 
disposal plants. Pneumatic in op- 
eration, their efficiency cannot be- 
come impaired by the caking of solid 
matter on moving parts. 


Furnished in capacities ranging 
from 30 to 1,500 g.p.m. Heads up 
to 50 ft. 


Write for Bulletin 67. 
Jennings Sewa 


NASH ENGINEERING CO. — 
41 Wilson Rd. So. Norwalk, Conn. 


Jennings Pumps 


Jissea' to Sewage Ejectors are 
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Myers Self-Oiling Engine Driven Deep Well UNNING water at the turn of a faucet—have it with 
Power Pump with engine connected to pressure Myers Self-Oiling Engine Driven Power Pumps and 
tank. A deep well outfit that will supply an Water Systems—the new simple and compact units with 
abundance of water to the home, farm, summer engine mounted on head of pump ready to be connected to 
cottage, service station and similar places. pressure tank (any style) and power and water lines. 


Easy to install and maintain, dependable and economical 
to operate, for either shallow or deep wells, they answer the 
call for running water in suburban or rural districts, in 
small town and village homes or for cottages, hotels, camps, 
service stations, where high line electric service has not as yet 
arrived. 

The pumps, our famous self-oiling line, with positive self- 
lubrication, housed working parts, improved gears and 
bearings, extra large valves, unrestricted water ways and 
many other desirable features speak for themselves in 
thousands of successful installations. 


The engines, a high grade line, are mounted on head or 
frame of pumps. Engine rails are the same as for motor 
mounting, permitting of motors being substituted for 
engines should electricity be available later on. Full power, 
air cooled, with hot spark high tension magneto built in, 
they are always ready and easy to start. No cranking—step 
on the starting pedal—a woman or a child can do it easily. 
By using a circuit breaker pumps stop automatically. 


Your customers will welcome this splendid new line of 
Myers Self-Oiling Engine Driven Power Pumps and Water 
Systems. You will welcome the business and profits it pro- 
duces. The right thing to do right now is to write or wire us 
for literature and prices. 


Myers Self-Oiling Engine Driven Deep Well THE F. E. MYERS & BRO. CO. 

Power Pump with 34 H. P. Engine complete ex- ASHLAND, OHIO a 
cept down or suction pipe and lower cylinder PUMPS — WATER SYSTEMS — HAY TOOLS — DOOR HANGERS 
ready to be connected to water lines and pressure 
tank (any style). Also furnished without air cyl- 
inder for open tank or other service. 
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Myers Self-Oiling Engine Driven Shallow Well 


Myers Self-Oiling Engine Driven Shallow Well Power Pump connected to pressure tank. Ideal 
Power Pump with % H. P. engine complete for service where water is to be pumped from a 
ready to be connected to water lines and pressure shallow well or cistern. Economical too, when it 
tank (any style). Just as practical for open tank comes to operation and maintenance. Volume up 


or other service. to 500 gallons per hour, 











Pennsylvania 
Raises Fund for 
Field Secretary 


David Sanderson Elected 
President; Oppose Per- 
manent National Office 


OLUNTARY contributions from the floor ‘by 

members of the Pennsylvania State Association 

of Master Plumbers, assembled in convention at 
Pittsburgh, May 21 and 22, to the amount of more than 
$6,000, paved the way for the employment of a full- 
time state field secretary and fulfilled an ambition of 
several years standing. 

The organization went on record as unanimously op- 
posed to the establishment of a permanent office by the 
National Association of Master Plumbers. John A. 
Quinn of Philadelphia, national vice president, made the 
statement that if he were elected national president at 
the Buffalo convention and if it were voted by that 
convention to establish such an office, he would not 
want to be the president. The association passed a 
resolution endorsing Mr. Quinn for national president. 

The subject of merchandising was widely discussed, 
Prof. J. R. Hawkinson of Northwestern University, 
Evanston, Ill., L. I. MacQueen of the University of 
Pittsburgh, A. R. Herske of the American Radiator 
Co., New York City, and Russell G. Creviston, general 
manager, Plumbing and Heating Industries Bureau, Chi- 
cago, were among the most prominent speakers on this 
topic. Vice President Quinn, too, took the floor on 
several occasions to express his views as to the im- 
portance of this subject. 

Upon the recommendation of the sanitary committee, 
a resolution was adopted to the effect that an essay 
contest on the subject of “sanitation” be conducted dur- 








John A. Quinn, vice president of national association, and E. 
D. Swoyer of Allentown, new vice president of Pennsylvania 
association 


123 








Howard Yocom, retiring president of state association; Christian Bacho- 
fer, retiring secretary and treasurer, David Sanderson, of Drexel Hill, 
newly elected president of state association; James H. Lutz, of Harris- 
burg, past president. Photos taken at the convention of the Pennsyl- 


vania Master Plumbers’ Association 


ing the coming year, prizes to be awarded at the 1930 
convention. Another recommendation of this committee 
was incorporated into the form of a resolution, which 
was adopted, urging every master plumber in the state 
to contribute to the support of the proposed new state 
plumbing code. The incoming legislative committee was 
instructed to prepare amendments to the present law, 
so that the new code will in- 
clude first, second, third and 
fourth class boroughs. A res- 
olution presented by retiring 
Secretary-Treasurer Christian 
Bachofer of Reading, asking 
for closer co-operation from 
the local secretaries in sending 
in the names of their members 
to the state office, was also 
passed. 

David Sanderson of Drexel 
Hill, in his report as state vice 
president, suggested that at- 
tention be given to the mem- 
bership in the smaller com- 
munities, a closer alliancé be- 
tween the various branches of 
the industry, legislative effort by the individual associa- 
tions and a constructive publicity program. Mr. San 
derson’s recommendations were all .approved. 


James H. Rhoads of Ches- 
ter, newly appointed sec- 
retary-treasurer 


Officers and Committees 


David Sanderson was promoted from vice president 
to the office of president of the association for the en 
suing year. E. D. Swoyer of Allentown was elected vice 
president, and James H. Rhoads of Chester was ap 
pointed secretary-treasurer. Walter C. Williams of 
Wilkes-Barre and John Houston of Washington were 
named to fill two vacancies on the board of directors. 
Next year’s convention will go to Philadelphia. 

The following committees were named by President 
Howard G. Yocom of Reading: Auditing, C. F. Trout- 
wine of York, chairman, George T. Etheridge of Belle 
Vernon and E. D. Swoyer; nominating, Maney J. 
Feeney of Philadelphia, chairman, Walter Williams of 
Wilkes-Barre and Mack Snively of Pittsburgh; creden- 
tials, H. J. Klebes of Erie, chairman, A. G. Ries of 
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Homestead and Maurice Ward of Johnstown ; resolu- 
tions, Robert Pflug-Felder of Philadelphia, A. H. Bur- 
lingame of Bethlehem and James H. Rhoads. Reynold 


susse and James Digby, both of Pittsburgh, were named 
| sergeants-at-arms. 





The Opening Session 


The convention was opened on Tuesday morning by 


David Sanderson, who served as vice president during 

the year. James A. McKissock, president of the Pitts- 

_ burgh association, welcomed 

A Porcelain | the visitors in the name of 
Enamel Dis- 


his association and then in- 
play Stand 


troduced the representative 
— to each =4f Mayor Kline of Pitts- 
lumber with burgh, who extended the of- 
the purchase | .. . , 
ficial welcome to the city. 
of one of the | 
following James H. Lutz, Jr., of Har- 
faucets: * risburg, a past state presi- 
_dent, responded. Mrs. J. G. 





NONCO Plate 5545'44-N De Luxe Chromium Plated Swing Spout Faucet 
with De on no china handles and soap dish. 


Werner, president of the 
CO Plate 5545%-N DeLuxe Chromium Plated Elevated Spout F t ttcoh 11} r . 
with | black china handles and soap dish, for 8-inch beck siake. _ _— ittsburgh auxiliary ’ spoke 
NONCO Plate 5544\4-N Chromium Plated Swing Spout Faucet with white 
china handles and soap dish. 


_a few words and urged ev- 
NONCO Plate 5544%-N Chromium Plated ~ a Spout Faucet with 


white china handles and soap dish, for 8-inch back sinks eryone to take an active part 
The Display Stand given with any of the above listed Seems is of beautiful 


' > oT. 
bronze blue porcelain enamel with white lettering and will last ~~ rede ms the prog paans. 
The faucet can be removed if sold and a new NONCO Faucet replac | 


*Only one Display Stand given to each customer. 








The first act of President ‘%: ™ Warrem, general 


ly ft Ii hail chairman of convention 
| ocom atter taking the cnair 
. : r - T|Er Ss committee 
N. O. NELSON MFG. COMPANY eeonegy int any yg or 
. : ; was to introduce ali of the 
Main Office: St. Louis, Mo. ee er — A lene r 

, - actantes past presidents who were present. ‘Among those who 

wardevite, En. py ohne Bessemer, Ala. arose when their names were called were: John A. 
Salt Lake City, Utah Little Rock, Ark. Davenport, Iowa Memphis, Tenn. 
Birmingham, Ala. ackson, Miss. Pueblo, Colo 


Houston. Texas 


5 Memphis, Te Quinn of Philadelphia, S. S. White of Pittsburgh, C. Kk. 
Pocatello, Idaho EO _ Te Te. Wilk of Lancaster, William Logan of Harrisburg, 
Christian Bachofer of Reading, C. F. 




























| Troutwine of 
A PRODUCT oF York and James H. Lutz, Jr. 

"NINE YE ARS It was announced at the opening session that Harry 
EXPE RIENCE: W. Hammersla of Harrisburg, past state secretary- 


Afteran exhaustive 


study> couples 
1- 
with our exper 


treasurer, was confined to the Jefferson hospital, Phila- 
delphia, where after a long illness he was gradually re- 
covering his health. Mr. Feeney told the delegates about 


oductio® Mr. Hammersla’s illness and it was voted to send him 
ence in pr we 
nd operations a telegram and flowers. 
a 
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Hear National Vice President 


National Vice President John A. Quinn, who repre- 


oti- sented the national association, said in his opening re- 
cient and ea we marks that while it was always a pleasure for him to 
cally page, ll obo address a group of master plumbers, he was especially 
“td el gh the pleased to be able to talk to a group of men from his 
‘ hambing trade. own State. 

ber can 


plum ‘. 
a iu with abso 


lute ¢ confidenc®- 


The speaker reminded his listeners that they were 
present to discuss means of elevating the great business 
to which they belonged, and urged them to pay close 
attention to all that took place in the business sessions. 
He remarked that in former years the convention pro- 
grams were largely given over to social functions, but 
that today these programs are, for the most part, built 
around the subject of education. 

Mr. Quinn stated that the master plumber, as far as 
the practical side of his business is concerned, has about 

all the education needed, but that he was sadly lacking 

in his knowledge of other equally important phases of 

business. He pointed out that the convention speakers 

had all talked on entirely different problems than those 

discussed in past years, adding that all of the topics dis- 





Dd. p. WESSEL® 
SONS co. 
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cussed were essential for the proper conduct of a plumb- 
ing and heating business. 

In Philadelphia, the speaker said, we tried to deter- 
mine the reason for the falling-off in business, but found 
that we did not have the ability within our industry to 
solve the problem and were forced to go to experts for 
assistance. He remarked that, as a result, the survey 
made of Philadelphia has given the master plumbers 
a clear picture of the market possibilities in the city. 
He said that the master plumbers must adapt them- 
selves to the new methods of doing business—create 
their market the same as other industries are doing 
—and then develop it. 

Mr. Quinn spent some time telling about the plans 
for the national convention to be held at Buffalo, N. Y., 
and stressed the importance of the educational program. 

In referring to Resolution No. 7 which was passed 
last year at the Memphis convention, Mr. Quinn said 
that he was opposed to any permanent office propo- 
sition which was as indefinite as that presented in the 
report of the special committee appointed after the 
Memphis convention to study this question. He said 
that a permanent office did not have the official sanction 
of the national association, as many people believe, 
nor if authorized would it be a part of the Plumbing and 
Heating Industries Bureau. Mr. Quinn made strenu- 
ous objection to the statement in the special committee 
report that better men would be available if a_per- 
manent office were established, calling it a “mockery.” 
He pointed to the work done by the past national pres- 
idents in uplifting the industry. 

Vice President Quinn said further: “If the Lord 





Top row: C. J. Billups, secretary of Jeanette association; 
George Hetz, president of Greensburg association; Norbert 
R. Corrigan, secretary of Hazelton association; J. A. McKis- 
sock, president of Pittsburgh association. Middle row: G. T. 
Etheridge, Jr., and G. T. Etheridge, Sr., Pittsburgh; L. R. 
Wickerham, president of Mahoning Valley association; John 
Sabin, president of Southwest association. Bottom row: R. 
W. Sherry of Hazelton, Earl Griffith of Johnstown; Henry O. 
Heiser of Williamsport, Maurice Ward, president of Johns- 
town association. Photos taken at the convention of the 
Pennsylvania State Association of Master Plumbers 





























Pow COMBINE sturdiness with neatness 
of appearance has ever been the aim 
of the makers of Enterprise Brass Goods. 
But more than that, easy installation and 
faultless operation have been foremost 
in the design and construction of every item. 
How well we have succeeded will easily be 
seen in the installation of any Enterprise 
faucet or ball cock. 
Try them on your next job. Youll 


agree you ve never seen anything better 
for everything you want in brass goods. 


ENTERPRISE BRASS WORKS 
Muskegon, Michigan 























KROY 
Unit Heater 


NCREASED Unit heater capacity at sur- 

prisingly low B. T. U. cost ts supplied “4 
Kroy Unit Heater No. 221, as illustrated. 
The Super-Fin coil is tested to 1000 Ibs. 
hydrostatic pressure and is recommended 
for steam at any pressure up to 200 lbs. The 
multiple fans operate singly or in combina- 
tion, thus giving maximum flexibility 
of control. 


Ratings, specifications and data on request. 
Local offices in important cities. 


York Heating & Ventilating Corp’n 
Largest Producers of Unit Heaters 
1573 Sansom St., Philadelphia 
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ARMSTRONG BROS. 


Better PIPE TOOLS 











There’s a whale of a 
difference in pipe tools 


It’s really surprising but true that pipe tools of antiquated types are 
still used. Men who insist on the most modern, labor-saving devices 
for their homes often are satisfied to earn their livings with tools 
identical to those of their fathers. Pipe Tools are just pipe tools to 
them for they have not kept up to the minute. The truth is that 
there is a whale of a difference in 

ARMSTRONG BROS. pipe tools. Striking improvements 
have been made in designs, ma- 

ane terials and workmanship. Modern 





. Chain Pipe tools make each job easier —do 
€ Vise work quicker — require less effort. 
oe ARMSTRONG BROS. Pipe Tools 
drop forged are of this sort. Each is an im- 

jaws. 


proved tool embodying the best 

2. Drop Forged " 
Base. features of its type. 

3. Drop Forged 
Handle. 


4. Alloy Steel 
Nut. 


Write for Catalog P-10 de- 
scribing these Better Pipe 


5. Proof tested Tools. 


Chain. 


ARMSTRONG BROS. TOOL Co. 
**The Tool Holder People’’ 
323 N. Francisco Ave. Chicago, U.S. A. 


Full support between jaws pre- 
vents bending of even smallest 
pipe. Light, compact, large 
capacity. 


POOP OGD OD 


ENGINEERING 
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Top row: W. P. Grimm of Troop Water Heater Cve., Jerry 
Donoghue and R. J. Foley, both of Baliley-Farrell Mfg. Co. 
Middle row: R. J. Kleeman, president of Butler association; 
R. Allison Miller, secretary of Huntington association; J. T. 
Decker of Scranton. Bottom row: C. H. Sherry, president of 
Hazelton association; P. J. Reilly, Russell G. Creviston, man- 
ager, Plumbing and Heating Industries Bureau. Photos taken 
at the convention of the Pennsylvania State Association of 
Master Plumbers 


spares me and I have the pleasure of attending the na 
tional convention and am elected president and if Reso 
lution No. 7 is adopted and they make me a rubber 
stamp, I don’t want the office.” He added that he would 
accept the office on the same basis as his predecessors 
and that he would give it the same careful attention. 

Mr. Quinn referred to the trade practice rules re 
cently adopted by the manufacturing and wholesale div! 
sion of the industry and expressed the hope that the time 
was not far distant when the contracting end of the in 
dustry would also apply for a conference. Mr. Quinn 
also talked for some time on the work being done by the 
national scholarship committee and the bureau, asking for 
support of both of these bodies. 

At the conclusion of Mr. Quinn’s talk, George F. Ube: 
of Philadelphia, a charter member of the national associa 
tion, made a motion which received the support of th: 
convention, to the effect that the Pennsylvania associa 
tion coincide with every statement made by the na 
tional vice president. 


The President’s Report 


President Yocom had prepared a complete report 0} 
his year’s work for reading before the convention. He 
told of his attendance at the national convention and ot 
the meetings, outings and other affairs he had attended 
in the interests of the state organization. Mr. Yocom 
said that at the first meeting of the board of directors 
considerable time was devoted to laying plans for the 
passage of the state plumbing code. He also reported 
on the various legislative meetings which were held at 
Harrisburg and explained the reasons for dividing the 
state into districts. The president suggested that th: 
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The name STOCKHAM is On every 
fitting in this beautiful structure 








Villa Riviera Apartments, Long Beach, Cal. 


GENERAL CONTRACTORS: Kinne & West- 
erhouse, Los Angeles, Cal. 


ARCHITECT: Richard D. King, Los Angeles. 

PLUMBING AND HEATING installed by 

H. I. Stiller, Los Angeles. STOCKHAM JOB- 

BER: N. O. Nelson Mfg. Co., Los Angeles 
and St. Louis 














Add the Villa Riviera Apartments, Long Beach, California, to 
the growing list of buildings where Stockham Fittings have 
been used throughout. This fourteen-story structure is a 100% 
Stockham job—cast iron, malleable and drainage fittings. 
And every fitting lives up to the Stockham standard to save 
time and money on every job: no sand holes, smooth inner 
and outer surfaces, accurate and proper depth of threads, 
wide, heavy beads and extra body thickness. You can depend 
upon Stockham Fittings—get them from your nearest jobber. 


STOCKHAM PIPE & FITTINGS CO., Birmingham, Ala. 
Stocks in Boston, New York, Chicago, Houston, Tulsa, Los Angeles 








Be sure the name STOCKHAM is on the Fittings you buy 


STOCKHAM FITTINGS 


CAST IRON ELECTRIC CAST STEEL MALLEABLE 
Screwed—Flanged—Drainage Screwed—Flanged Standard—Extra Heavy—Oil Country Malleable 
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Compression Fittings 
For Copper Tube Plumbing 


The use of Copper Service Tube for all kinds of 
plumbing has been made possible by Nibco 
; Compression Fittings which eliminate the 
necessity of cutting threads or making wiped 
joints. Copper Tube piping is rust-proof, non- 
corrosive and LESS EXPENSIVE than either 
brass or lead. 
Write for further information about this new 
and better method of plumbing Today. Ask for 
Bulletin A-167 and mention the name of your 
jobber. 


NORTHERN INDIANA BRASS CoO. 
Elkhart, Indiana 














Sectional view of 
Nibco Coupling 











Most Complete Line Made 
HERMOSTATIC Regulators 


for Hot Water Heaters; also 
scald proof Mixing Valves for 
individual showers, group 
showers, baby baths, etc. 


Write for Bulletin No. 2035 


2716 Greenview Ave., CHICAGO 
Offices in 36 Cities 


SANETEED -TEED 
Ratchet Test Plugs 


Here is a Test Pluz that is easy to use in tight 
places due to its ratchet arrangement. It re- 
quires no trouble to put it into place and you 
are always certain of a real test. 


J.A.ZURN MFG. CO., Erie, Pa. 
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A SIGN OF THE TIMES {(}} 


When you see the Ohio Brass trade 
mark you may know the product 
so marked is of the first quality. 
Plumbing and Heating contractors 
are accepting O-B Valves as stand- 
ard because they never fall down 
on the job. 

Ask your Wholesalesman, He knows! 


OHIO BRASS COMPANY 
Ts 


vaiv M ield, Ohio 


se y, HGHGRBO® 


({}) (ar ~y 
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nominating committee be changed to a regular standing 
committee, in order that due consideration could be 
given to the selection of state officers. 


Speaks for Bureau 


Russell G. Creviston, general manager of the Plumb 
ing and Heating Industries Bureau, Chicago, said that 
the past decade represents one of the most chaotic and 
most progressive periods in history, adding that we have 
passed from a pioneer to a permanent period. Mr. 
Creviston traced in detail the progress and trends of 
business from the early days of our country to the pres- 
ent. He feels that one of the outstanding weaknesses 
of the master plumber lies in the fact that he has not 
sold his true value to the public at large. 

Mr. Creviston assured his listeners of his faith in 
them as distributors, and said that the present method 
of distribution is as sound as ever. He said that the 
master plumber represents the most economical method 
of distribution possible. Mr. Creviston discussed the 
subject of modern merchandising at some length, men- 
tioning the various steps that should be taken in plan- 
ning a sales campaign. 


Other Convention Speakers 


One of the most interesting and instructive talks made 
at the convention was that by L. I. MacQueen of the 
University of Pittsburgh, who took as his subject 
“Credit.” The speaker pointed out that credit enters 
into 95 per cent of all business transactions, adding that 

















Top row: Arthur Fries of Reading, P. H. Smith of York and 


George E. Rothenberger of Reading. Middle row: A. W. Rich- 
ards, secretary of Ellwoed City association; W. C. Martin, 
president of Ellwood City association; L. J. Baker, president 
of Beaver County association. Bottom row: A. G. Ries, pres- 
ident of Homestead association; 8S. F. Nichol, president of 
Washington, Pa., association; Robert Gormly of Wolverine 
Brass Works, and G. F. Greiner, secretary of Homestead asso- 
ciation. Photos taken at the convention of the Pennsylvania 
Master Plumbers’ Association 
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it was the greatest builder of business the world has 
ever seen. He suggested to the delegates that in their 
transactions with their customers that they should not 
rely too much on what they think a man is worth, for | 
the simple reason that money goes too fast; that is, a 
man might be wealthy one day and poor the next. 

Mr. MacQueen said further that there is plenty of 


ETRE TON ne 
capital, but what business lacks is proper management, 


adding that credit is nothing more than a power. In A COMPLETE LINE 


conclusion he stated the buyer has the credit and presents 























it to the seller. BE 
Prof. J. R. Hawkinson of Northwestern University, a 
I‘vanston, Ill., gave an interesting talk on how to get 
more profitable business. The speaker said at one point o 
that the man who gets the business is the man who steps >< 
out after it, citing the chain stores as an example. He »< 
said that the reason for most merchandising failures »4 
was the failure of the merchant to connect his product >< 
with the customer. He stressed the importance of put- 4 
ting the customer into the sales talk in order to show »< 
him just what the product will do for him. »< 
A. R. Herske of the American Radiator Co., New »< Before you lay in your supply of brass 





; i ave an interest; . ee 4 specialty equipment, be sure you 
York City, also gave an interesting talk on the subject of aed’ Gas Thentass Grace Calan, 
merchandising. He explained how the old-time drug- < 


. ae ‘ vy The line is very complete and our 
gist refused to lower his dignity by doing anything production large enough so that 
except fill prescriptions, and then how the modern drug- »4 jobbers are well supplied at all times. 
gist had stepped into the picture, installed a soda foun- »< Write for our catalog today. 


tain and, as a result, greatly increased his profits. Mr. * TRENTON BRASS & MACHINE CO. 


Herske also told of the effect of the chain store on the 4 Trenton, New Jersey 
independent grocer. He said that we must depend upon & Represented by ROLLIN C. WILSON 
co-operative efforts for teaching the rudiments of sales- D) 7 ©. 420d St, Now York, N.Y. 261 Franklin St., Boston, Mase 
manship. In conclusion he stated that the leader of a EE re oon ne 

man or a group of men is the one who sees what the 
merchandising tendencies are and follows them. 


Entertainment The “NIP-L” Boiler Stand 


The Pittsburgh association is deserving of consider- 
able praise for the splendid manner in which the social | 
phases of the convention were handled. On Monday 
evening an informal reception and dance was held in the , The ‘‘NIP-L”’ Boiler 
Cardinal room in the hotel and refreshments were Stand is exactly what 
served. The next night a stag luncheon was held at the you need for every 
South Hills Country Club. At this affair some moving job. All you have to 
pictures taken by Domestic ENGINEERING at the Erie do to adjust it to any 
convention in 1926 were shown, followed by several ex- height you want is 
citing boxing matches. The annual banquet and dance cut a pipe nipple the 
was held in the ballroom on Wednesday evening. desired length. 























V. EK. Warren was general chairman of the convention 
committee, assisted by John H. Keane, W. A. Fritsch, Strong—neat appear- 
John H. Clark, S. S. White, James A. McKissock, Mack ing, and will last a 
Snively, W. R. Mikesell and George B. Stewart. lifetime. 

Other committees were: Finance, James A. McKis- P . 
sock, chairman, James G. Werner, lacob Soffel, John Furnished -" plain 
P. Moss, John od Steitz, John Graham and V. E. War- black, Galvanizedand 
ren; entertainment, W. A. Fritsch, chairman, Walter L. Aluminum Painted. 
Gangloff, Paul G. Cass, John B. McDonough, James G. 

Weldon, Clyde F. Shellito and James G. Werner ; trans- 


portation, Mack Snively, chairman, Charles A. Hafer, Th 
William J. Elkin, David Dudgeon, A. C. Good, J. C. " a 
Godfrey and Thomas H. Edwards; hotel and registra- 


tion, John H. Clark, chairman, F. J. Voelker, Reynold Inc 
susse, R. KE. Henninger and C. M. Buerkle; program FOUNDRY © BAe nal 
and printing, William P. Reardon, chairman, George Richmond ° Virginia 
Young and R. W. Davies. 
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OU are, of course, familiar 


with Alberene stone and the 





many advantages it offers in 
a laundry tub. But perhaps you have 
overlooked the fact that it makes an ideal 
pantry sink —one that can be bought to 
fit any specified space, exactly. 

With Alberene, you fit the sink to the 
pantry — you don’t have to have a carpen- 


ter fit the pantry to your sink! 


Today over a million housewives are 
using Alberene fixtures and are _ thor- 
oughly satisfied with them. Those instal- 
lations, ever increasing in number, are 
building an enviable reputation for the 
contractors who recommended them. 

National advertising has made it easy 


and profitable for you to sell Alberene 





antry sink 
deserves ALBERENE 
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Alberene Stone 


Fixtures have been 
tested and ap- 
proved by Good 
Housekeeping 
Institute 


© 


fixtures. It is a simple matter to sell an 
Alberene sink with every Alberene laun- 
dry tub you install. And you give your 
customer life-time fixtures that can never 
craze or chip. Their velvety, non-absor- 
bent surfaces will remain “sweet,” clean 
and stain-proof as long as the building 
stands. 


May we send you full details about 


Alberene sinks and laundry trays? 


Write us today for illustrated literature 


THE ALBERENE STONE COMPANY 
153 West 23rd Street, New York City 


Branch Offices in the Following Cities 


Boston Richmond Newark, N. J. 
Cleveland, Ohio Knoxville, Tenn. 


Philadelphia Pittsburgh 
Washington, D. C. 


ALBERENE 


SOAPSTONE LAUNDRY TRAYS 


Chicago 
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Conditioning Air for King 
George 


(Continued from Page 69) 


Palace where all the appartments in those parts of the 
palace that are used by royal personages are, of course, 
apartments of the first importance. However, the in- 
stallation of the air-conditioning plant connecting with 
the sick chamber in Buckingham Palace was not attended 
with any unusual difficulties, nor was the expense in- 
curred exceptionally heavy, these satisfactory results be- 
ing achieved because the ventilating engineers did not 
lose sight of the fact that the plant was being installed 
for temporary service only. This led them to make careful 
and wise decisions in connection with the materials used, 
and to display considerable ingenuity when planning and 
installing the plant, especially those parts of it which, 
in the form of sheet-metal air-ducts, had to be carried 
through-lower or adjoining rooms in order that they might 
be connected with the sick chamber. Light gauge sheet- 
zinc or aluminum serves exceptionally well for tem- 
porary air-ducts, these metals being light and therefore 
requiring but little support. Zinc possesses the additional 
advantage of being easily joined by soldering. Alumi- 
num of light gauge is less easily dealt with; it is per- 
haps best joined by means of interlocking welded seams, 
or by rivets. Both metals possess the advantage of being 
saleable for a sum that is a near approach to their 
original cost when their temporary service is at an end. 
This is an advantage that should not be lost sight of 
whenever temporary installations are being planned. 
Sheet iron, or sheet steel, galvanized, serve splendidly 
tor permanent installations, but are less suitable for some 
parts of temporary installations, owing to being heavier 
and requiring more support. They are also less saleable 
as old metal. 


[t is now practically certain that, in the future, there 
will be a considerable demand for temporary plants to 
supply conditioned air to sick rooms in private residences 
in those cases where the cost can be met, and ventilating 
engineers will do well to direct their attention to this 
additional call for their services. 

It is a remarkable coincidence that in 1871 the serious 
illness of King George’s father (King Edward VII, 
then Prince of Wales) gave rise to an investigation into 
the principles of theoretical and practical sanitation which 
quickly spread throughout the whole of the English 
speaking world; the eventual result being the highly 
perfected sanitary installations and plumbing fixtures 
of the present day. The same investigations also re- 
sulted in the establishing of a new profession—that of 
the modern sanitary engineer, than whom no more use- 
tul public servant exists. It would not be in the least 
surprising if the illness of King George resulted in a 
widespread demand for properly conditioned air to be 
supplied to the interiors of our public and commercial 
huildings and to numerous private residences. 


ae 
lohn E. 


Chatman, prominent Boston heating con- 
tractor, recently sailed for Europe for an extended vaca 
tion. Mr. Chatman expected to return to Boston shortly 


after June 1. 


DOMESTIC ENGINEERING 





131 























MADE IN FOUR MODELS 


The Alamo 4” Household System will 
pump a maximum of 432 gal'ons per hour. 








Un>anoo OXPrD> 





Alamo 6” will pump 1000 gallons rer hour. 


Alamo 12” will pump 4100 gallons per 
hour. 





A'amo 18” will pump 7700 gallons an hour. 
Ask your jobber. 
ALAMO ENGINE COMPANY 






































Moore Radiator 
Hangers are all steel 
stampings. There are 
no castings to break, 
they will carry any 
load safely and easily. 
There are liberal adjust- 


zontally or raised or 
lowered after placing 
on hanger, if neces 
sary. 

Moore Radiator 
Hangers are easily 
installed, entirely depend 





ments which eliminate the able and reasonable in 
necessity for exact meas- price. For all types of 
urements in locating radiation. 


bolts. The radiator 


Ask your jobber for 
can be moved hort- 


Moores. 











CARTY & MOORE ENG. CO. 


(Incorporated) 
| 611 W. Larned St. 
| 


| 


Detroit, Mich. 
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Holabird & Root, Architects. Wenzel & Henock Co., Plumbers. —- Ib Lewis, Architect. Economy Pibg. & Htg Co., Plumbers. 
Rundle-Spence Mfg. Co., Fixtures -awrence Sward, Owner. Miller Plbg. & Htg. Supply Co., Fixtures. 


SCHROEDER HOTEL, Milwaukee, Wis. APARTMENTS, 6840 Perry Ave., Chicago, III. 
Equipped throughout with Equipped throughout with 


ROYAL FLUSH VALVES GEM FLUSH VALVES 


SLOAN VALVE CO.—CHICAGO 


Branches in All Principal Cities 
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Harvey J. Haughey, Architect. Richmond Investment Co., Owners. 
Glasser & Hoffman, Plumbers Linwood Pipe & Supply Co., Fixtures. 


BARCELONA APARTMENT BLDG., Detroit, Mich. 


MARINE FLUSH VALVES 

















MARKETS 


BUSINESS REPORTS FROM LARGE JOBBING CENTERS 








Demand Holds At Moderate Pace ; 


— received during the past two weeks indicate a continuance of the moderate activity that 


has marked the plumbing and heating business in most of the large jobbing centers for severa 


weeks, although at the same time contractor demand seems to be pointing upward. Reports from _ the 


vicinity of Kansas City, Mo., are to the effect that volumes for the first four months of 1929 are con- 
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‘ r | yYry. ‘ larger increase in the price of the : 
MIDDLE ATLANTIC anger types 
Soil Pipe . 
Buying Interest Remains Moderate— The demand for soil pipe has taken 
a slightly better aspect during the past ‘ 
Business conditions as related to the wholesalers reported a slight change twits seciohee theme thet of tha fret twa 
plumbing and heating industry in the’ for the better in the demand tor mate-) ywoope of the month. While the de 
Middle Atlantic States had an uneven rials, this being especially true during ands of the master plumbers for this 
trend throughout the past thirty day the last four or five days of the second )ateria] have shown improvement, the 


period. Reports from jobbers and week. Other jobbers report very little jobbers show little inclination to buy ' on 
‘ Pe > "Ora « + lr > ; Y > Yi " ‘ regs - > ’ ; ; ‘ “ov és ‘ ° . b 
manufacturers alike during the period change trom the condition of previous jp greater quantities than their im- Ae 


indicated it as being one of a spotty weeks, although, the general opinion § mediate requirements permit, replacing aa 
tone, with demand increasing at in- appears to be optimistic concerning only the pipe taken from their stocks cq 
tervals for a few days and falling off the future months. The wholesalers jy most instances. Prices remain firm. 


in the next few days. continue to be disinclined toward with producers supplying promptly) . 
The F. W. Dodge Corp. reports dur- heavy buying, choosing only such ma- Pipe—Brass, Steel and Wrought Lron 

ing the period bear a similar signifi- terials as their immediate demands Shipments of this commodity did 

cance to that of the general business Warrant, and adding to their stocks pot reach the tounage of last year in 

tone in the industry, in that they sufficiently to replace the demands of the past thirty day period, business : 

tended to fluctuate throughout. The M™aster plumbers for materials on spe- jn pipe maintains a spotty condition : = 

monetary value of the contracts cific jobs. Many of the larger build- throughout, with a fairly good con at 

awarded in the Middle Atlantic Dis- ing projects are encountering diffi- sumption during the first part of April eh 

trict varied from the high total for CUlty in going ahead, being refigured and a toning down during the latter 4 

the year of $37,682,200 during the in numerous instances. This largely days of the month. Brass pipe de "] 

17th week to the low mark of $5,930,- accounts for the uneven tone in the mand was reported to be on the side of « 

400 for the first week of May. This Market and prevents any definite shap- betterment during the period covered : : 

organization’s report for the 20th week ing of the demand for plumbing ma- by the May 18th review, indicating a o 

shows a value of $14,090,100 in con- terials. little greater confidence on the part 

tracts awarded for the period. Of this Prices remain on a firm basis and of piping contractors. One producer 

amount $6,121,300 went to non-resi- shipments from the greater majority of steel pipe reports the volume of . 


dential buildings while $6,078,400 of manufacturers are prompt. The only business in this commodity keeping 
went to the buildings of the residen- price change noted during this 30 day up to that of last year with the past 
tial type, the balance being covered by review period was that of range boil- two weeks showing a fairly good total 
buildings of the public works and pub- ers, the manufacturers making a While one manufacturer of wrought 
lic utilities types. nominal inerease in the price of the iron pipe contends that an unevenness ; 

During the past fortnight a few smaller types of boilers, and a slightly persists in his demand, another re- 
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UNITED 


TRADE MARK OF 
UNITED-OBE RNDORF 
CORPORATION 
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ports that the past two weeks have 
shown a creditable increase with May 
showing a greater demand than April. 
Manufacturers’ prices remain (firm, 
and deliveries are handled promptly in 
these commodities. 
Fittings 

A change on the side of better- 
ment was noted for brass, malleable 
and cast iron fittings during the first 
few weeks of May. The month of April 
gave only a moderate demand for this 
commodity from the piping contrac- 
tors, and the past two weeks continued 
to show relatively the same general 
demand taking place. Jobbers appear 
to be well stocked with these commod- 
ities, and are well able to meet all their 
requirements. Prices are holding firm, 
and shipments are forwarded promptly 
by the makers. 


Knameled Ware 

The enameled ware market main- 
tained a slightly depressed trend all 
through the review term, and implies 
that the market is only a fair one, as 
compared with the same season of last 
year. Master plumbers placed a fairly 
impressive number of commitments 
during the latter days of April and the 
first few days of May for future proj- 
ects, and coupled with releases against 
earlier contracts for specific jobs, ship- 
ments gave an indication of increasing 
as against those of the earlier part of 
April. However, master plumbers are 
somewhat in arrear of the number of 
enameled fixtures they usually install 
at this season. One manufacturer re- 
ports the increase of releases during 
the last two weeks of orders received 
in the past thus increasing the value 
of business slightly in this commodity 
for the period. Wholesalers continue 
to keep their stocks only in conform- 
ity with their sales, and little difficulty 
is encountered in supplying the de- 
mands by the producers. Prices re- 
main firm. 

Pottery 

Bookings for earthenware fixtures 
during the latter part of April exceeded 
shipments for the period, and jobbers 
were buying only as their stocks were 
diminished by the trade. During the 
early part of May, demand was only 
moderately good, while a slight im- 
provement was noted in the consump- 
tion of china and porcelain fixtures 
during the last two weeks of the month. 
Many of the larger projects calling for 
fixtures of this type are being re- 
figured, and this fact tends to defer 
the demand that should be in evidence 
at this time. Potters’ prices are con- 
tinuing firm, and deliveries are prompt. 

Plumbers’ Brass Goods 


Tubular and cast brass goods were 
Shipped with enough consistency dur- 
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ing this review period to give these 
commodities the impression that busi- 
ness is fairly good for this season. 
The wholesalers appeared to be hold- 
ing off on releases during the early 
part of the period, but were affected in 
large enough quantities to make a re- 
spectable Prices are un- 
changed, and shipping instructions are 


volume. 


responded to quickly by producers. 
Range Boilers 

Jobbers seemed fairly well stocked 
in range boilers during the first few 
weeks of the thirty day period, and 
did not immediately pass on to the pro- 
ducers the requirements the trade was 
making of them. However, a fair dis- 
tribution was reported for this time of 
the year. Prices were advanced by 
manufacturers during the week of 
April 20th as already noted, and at 
this writing the advanced prices are be- 
ing held firm. A few contractors 
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stocked boilers in a moderate manner, 
while consumption retains about the 
same relative status. Shipments are 
prompt. 
Boilers and Radiators 

While the demand for boilers and fra- 
diators has picked up in a reasonable 
manner during the past two weeks, 
the early part of the review period ex- 
perienced a complaining attitude on the 
part of heating contractors as to busi- 
ness conditions. April earned a better 
standing than March for boiler and ra- 
diator shipments, due to contemplated 
work and material required for im- 
mediate installation, the month reach- 
ing the total volume of April 1928 ac- 
cording to reports. The demand for 
specific jobs in the future was good 
during the first part of May with an 
increasing demand in the past two 
weeks. Deliveries are prompt and 
prices quoted by makers are steady. 


CENTRAL WEST 


Contractors Take Fair Volumes — 


New building and engineering work 
contracted for in April in the Central 
Vest amounted to $169,239,100, ac- 
cording to F. W. Dodge Corp. This 
figure was 6 per cent ahead of the 
total for March of this year, but there 
was a loss of 10 per cent from the 
total for April of last year. Analysis 
of the April contract total showed that 
46 per cent of all construction was 
for residential buidings, 19 per cent 
for public works and utilities, 14 per 
cent for industrial projects and 11 per 
cent for commercial buildings. Dur- 
ing the first four months of this year 
there was $541,340,400 worth of new 
building and engineering work con- 
tracted for in the Central West, being 
14 per cent less than the amount con- 
tracted for during the ffirst four 
months of 1928. 

In the city of Chicago during the 
week ending May 25, 140 building 
permits were issued with a valuation 
of $5,122,400, as compared with 223 
permits with a valuation of $9,025,- 
700, for the corresponding week of 
last year. 

Business in Chicago and the sur- 
rounding territory, according to the 
majority of reports, is showing some 
improvement as the year progresses, 
but it is agreed among wholesalers, al- 
most without exception, that total 
volumes for the year to date fail to 
equal those reached at this time in 
1928. As a general rule, collections 
in this district are reported rather 
slow by most jobbers. The volume of 
business reaching manufacturers is 
for the most part confined to the near- 


at-hand requirements of their distrib- 
Stocks at 
are large enough to enable makers to 
grant prompt shipping service. No 
word of any price changes was re- 
ceived from manufacturers during the 


utors. producing sources 


period since our last report was pub- 
lished. 
Soil Pipe 

The past fortnight brought no bet- 
ter than a fair tonnage of new busi- 
ness to soil pipe manufacturers in this 
district, according to reports, and 
business shows little change in com- 
parison with that of the past several 
Orders for carloads are said 
to be scattered. Féundries are reported 


weeks. 


operating on a curtailed production 
schedule, but are in a _ position to 
grant early shipments of pipe. No 
price changes have been announced, 
Pipe—Steel and Wrought Iron 
Although any differences in the 
amount of steel and wrought iron pipe 
shipped into this territory during the 
past two weeks from that of the previ- 
ous similar period might be on the 
side of improvement, it was only in 
quantities enough larger to be indica. 
tive of a little greater 
among distributors where their near 
Jobbers 


confidence 


future needs are concerned. 
Say, in most cases, that only a fair 
amount of roughing-in 
going into consumption 


material is 
from. their 
stocks. Mills are making prompt ship- 
ments of pipe and have not changed 
their prices to their distributors. 
Fittings 

Any change in the fittings situation 

in this district was on the side of bet- 
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terment perhaps, but, if consumption 
broadened, the margin of difference 
between that of the past fortnight 
and the previous two weeks’ was 
Slight. Wholesalers in general are 
ordering in comparatively small quan- 
tities which are intended to bolster 
low spots in their holdings. Manu- 
facturers are following shipping in- 
structions closely and have not 
changed their published prices’ to 
wholesalers. 
Enameled Ware 

April shipments of enameled sani- 
tary ware, as reported to the depart- 
ment of commerce by 22 manufactur 
ers comprising practically the entire 
industry, totaled $47,351 pieces, as 
compared with 310.799 pieces in 
March and 406,734 pieces in April of 
last year. Wholesalers say that con 
tractor consumption showed little 
change in the past fortnight compared 
with the preceding like period, and, in 
general, volumes in this line are no 
better than fair. Shipments are leav- 
ing factories promptly and makers’ 
price sheets are unchanged 

Pottery 

April shipments of porcelain plumb 
ing fixtures, as reported to the de 
partment of commerce by ten manu- 
facturers comprising the entire indus 
trv, were 14,142 pieces, as compared 
with 11,934 in March and 19,404 in 
April of last year Manufacturers’ 
representatives in this district say that 
wholesalers are taking in wash downs 
and tanks at about the same rate their 
trade makes demands on them. While 


demand is only moderate as a general 
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rule, manufacturers find some _in- 
stances of improved business. Produc- 
ers’ stocks are ample, and their price 
sheets have not been changed. 
Plumbers’ Brass Goods 

Most wholesalers in this territory 
are quite well supplied with cast and 
tubular brass goods, and consequently, 
manufacturers’ salesmen are not find 
ing a great deal of fresh business 
waiting for them. Small fill-in orders, 
though, are numerous enough to give 
some life to the market. The move- 
ments from jobbers’ stocks are fairly 
easonal. No word of any price 
changes has been’ received § from 
manufacturers during the past fort- 
night. 

Range Boilers 

Reports indicate that the range 
boiler market is firm at the current 
sheets of manufacturers. In the 
majority of cases jobbers have fairly 
eood stocks which are large enough 
to take care of the needs of their 
customers. New business reaching 
factories can usually be shipped with- 
out delay. 

Boilers and Radiators 

New orders for 1,703 steel boilers 
were placed in April, as reported to 
the department of commerce by 81 
manufacturers, comprising most of the 
leading firms in the industry, as com- 
pared with 1,466 boilers in March 
and 1,567 in April of last year. Manu- 
facturers in this territory report no 
better than a fair seasonal volume of 
business for the past two weeks. Fac- 
tories are in a position to grant prompt 


shipments 


NEW YORK 


Wholesalers Buy Moderate Quantities — 


The threatened lock-out in the 
building trades has caused some 
hesitancy in buying on the part of 
wholesalers and contractors in the 
Metropolitan district during the past 
fortnight. Another adverse factor ac 
cording to reports is the credit situa 
tion. Conditions are felt to be funda- 
mentally sound by close students of 
the industry, but the funds normally 
available to builders are lacking and 
have caused an increasing stringency 
all along the line. Credits are reported 
to have been shortened in many in- 
stances, and the acceptance of paper 
is no longer considered by an increas- 
ing number of wholesalers. 

The tendency to larger volume in 
building permits and plans contem- 
plated which was evidenced earlier in 
the month has not continued. In com- 
parison with the figures for the cor- 
responding period a year ago, the 


latest trend is in line with the first 
quarter, which was reported about 25 
per cent below the first three months 
in 1928. 

Notwithstanding these factors, 
specifications are reported by manu- 
facturers as being heavier than at any 
time since  post-inventory  require- 
ments were taken care of. Such busi- 
ness is attributed to the usual “spring 
demand,” although somewhat belated 
in this instance. The uncertainty with 
regard tothe copper situation has hada 
sympathetic reaction on all products: 
the consensus of opinion is, however, 
that the larger producers of copper 
now have the situation well in hand, 
and even a tentative settlement of the 
reparation problem’ will cause a 
sharp demand for export, which, 
coupled with the announced curtail- 
ment of copper production, will stabil- 
ize the price. In the meantime a wait- 
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ing attitude has been adopted by both 
buyer and seller. 

Estimates by important manufac- 
turing interests place the decrease in 
business so far this year as high as 
42 per cent and as low as 20 per cent 
compared with a year ago. Such fig- 
ures are disproportionate to the de- 
cline in building in general, but the 
discrepancy may be accounted for by 
lower inventories by contractors and 
wholesalers, and also by the difference 
in classes of construction projects. 

Soil Pipe 

Requisitions on manufacturers have 
been heavier recently than for several] 
months; deliveries are fairly prompt: 
stocks on hand among wholesalers are 
extremely irregular, some having fully 
sixty days supply on hand, and others 
specifying for weekly requirements 
The price is firm. 

Pipe—Brass, Steel and Wrought Iron 

Stocks on hand with the _ whole- 
salers have been further reduced in 
the past fortnight; movement of ma- 
terial to contractors, although slower 
than a year ago, has nevertheless 
made some inroad on inventories, and 
it is expected that some tonnage must 
be placed by the wholesalers by June 
Ist. There has been no incentive to 
buy ahead, and makers feel that a 
spot market may develop within a 
short time, which would be con- 
sidered a healthy condition from all 
points of view. Prices on all items are 
stable, with interest centered prima- 
rily on the course of the market in 
brass pipe. Volume on_ steel and 
wrought iron pipe is_ satisfactory, 
especially when considered with re- 
lation to that of other lines; ship- 
ments from plants to wholesalers show 
a heavier trend. 

Fittings 

There have been no changes in price 
on any type of fittings during the past 
two weeks. Current quotations are 
considerably higher in most instances 
than the cost represented by whole- 
salers’ inventories. Demand by the 
contractors is slow, and aside from 
a Slight seasonal increase in counter 
business, volume is still unsatisfac- 
tory. 

Pottery 

Although there has been no im- 
provement reported in demand, either 
on the part of contractors or whole- 
salers, inquiry has developed for ma- 
terial for several large projects dur- 
ing the week. Manufacturers report 
comfortable stocks on hand, with no 
deferred deliveries. 

Wholesalers stocks are of moderate 
proportions in most instances. There 
has been no change in quotations. 

Enameled Ware 
Demand has shown no improvement 
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during May, and the trend has been 
lower not only in comparison with 
last year, but also with the first 
quarter. In view of business condi- 
tions, stocks are considered ample 
by most wholesalers; however, the 
quantity on hand would not be con- 
sidered normal under ordinary con- 
ditions. There has been no change in 
price. 
Plumbers’ Brass Goods 

Demand is reported as being slow, 
owing to the wholesalers having antic- 
ipated their requirements before the 
advance in copper. Stocks are still 
large and manufacturers report the 
bulk of current business as consist- 


ing of specifications for unusual items 
of ‘‘fill in.’’ Prompt shipments can be 
made by most plants, and 
reported as firm, makers preferring 
to await developments before commit- 


prices are 
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ting themselves to further low-priced 
business, 
Range Boilers 
There has been a 
in demand for 


moderate increase 
range boilers during 
and while 


ments do not compare favorably with 


the past two weeks ship- 


those of a year ago the trend for May 


nevertheless shows an improvement 
over the first quarter. No changes have 
manufacturers 


the 


been made in price by 
the 
part of 


advances made during 


April 


and 
latter 
maintained. 


are being firmly 
Boilers and Radiators 

Manufacturers that 

not 


report business 


so far this month does compare 


favorably with a year ago. Inquiry on 
the part of light 
plants are in position to make prompt 


wholesalers is and 


shipment of specifications. There have 
been no changes in price. 


NEW ENGLAND 


Construction Lacks Momentum— 


fact 

area 
had 

years 


that building activities in 
not so far 
the 
is attested in 


The 
this advanced as 


date in 


are 
Same 
manufactur- 


they been on 
past 
ers’ and wholesalers’ reports of slug- 
gish distribution. 
has assumed somewhat better propor- 
tions throughout the May, 
but there are few wholesalers who can 
the period 
and the 
tabulated 


Contractor demand 
month of 


records for 
April 


produce sales 
the 
present that 
during the 
1928. If an average 
the year thus far were stricken, it no 


between first of 


exceed those 
corresponding weeks of 
of volumes for 
doubt would show a general deficiency 


in sales in comparison with the sea- 
sonal distribution of last vear, accord- 
ing to most sellers. 
Procrastination in getting started 
on new work is being overcome how- 
plumbing 


signed 


for there are 


contractors 


ever, many 


who have already 
contracts for jobs which require their 

and will 
the 
situation among journeymen. In other 
business is on the 
being good but sufficiently active 
right now as to be satisfactory. Manu- 


attentions which 


better 


immediate 
necessarily employment 
words, verge of 
not 
facturers’ representatives have been 
somewhat behind in their receipts but 
are beginning to experience improve- 
ment as wholesalers’ stocks are being 
consistently by 


drawn on more 


master plumbers. Distributors gener- 


ally are well equipped in the major 
commodities and still show aversion 
to augment their holdings much be- 


vond their near at hand requirements. 
Factories too are in position, through 
accumulations of reserves and because 


ot well sustained production schedules 


to make forwardings on dates re- 


quested. Makers” prices were not 


changed during the past fortnight. 
Soil Pipe 
The consumption of soil pipe in this 
territory continues to gain ground but 
the 
makers 


is not yet by any means up to 


which wholesalers and 
The 


better tonnages as the season progres- 


point 


expected. latter are experiencing 


ses, though these are comprised 


even 


of sporadic carload commitments by 


jobbers and a fairly steady volume of 


replacement orders. Master plumbers’ 


needs of this commodity are becom- 
ing more frequently asserted and 
wholesalers’ interests in the upkeep of 
their stocks are being aroused. June 
1 shipments from foundries, accord- 
ing to several makers’ salesmen, will 
be of good volume Deliveries from 
sources, are not delayed. Both manu 


facturers’ and jobbers’ prices are un 
changed, 
Pipe—Brass, Steel and Wrought [ron 


This involving all classes 
hold its 


strength in prices, for no changes have 


market, 


of pipe, continued to 


been announced by either manufac- 


turer or distributor. Shipments of 


into wholesalers’ ware 


fairly 


pipe 


brass 
good, but these 
old 
than 
Both 
mills not 
but sufficient 
orders on hand to warrant the upkeep 


Stocks 


houses are 


represent reductions of contracts 


with makers rather new com- 


mitments by jobbers. steel and 


wrought iron pipe are ex- 


ceptionally busy have 
of their production schedules. 
not being 


the 


at distributing points are 


allowed to greatly exceed im- 
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4 


mediate needs level, mill sales- 
find that 
with a seattering of carload business, 
their look 


one next. 


vet 


men replacement orders, 
records 
the 
manufacturing 


making Sales 


better 


are 

from week to 

Forwardings from 

points are being promptly executed. 
Fittings 

There has been no regularity in 

the 


fittings during the past 


movements of various types of 


several weeks 


to and from wholesalers’ warehouses, 
Klurries in contractor demand of any 
particular type have been quickly re- 


flected in wholesalers’ orders to 


makers, for stocks at jobbing points 


have not been kept in excess of the 


immediate needs’ level. Factory sales- 


optimistic however, because 
May 

previous 
fill-in 


received. 


men 
the 


are 
in- 
the 
they 
state 


month of has shown an 


crease over months in 


number of orders which 


have Manufacturers 
that 


out 


shipments are being made with- 
No price changes were ef- 


the 


delay. 


fected during past fortnight 
Enameled Ware 
While 


commodity are in line with the some- 


jobbers’ dispositions of this 
what belated pace of new construction, 
the 
ten- 


requirements 


there has been apparent during 


past several weeks an upward 


dency in consumption 
evening of 


the 


and an formerly existing 
plumb- 


Makers’ 


irregularities in nature of 


ing contractors’ demands 


representatives continue to engage 


themselves in active fashion towards 


closing some of the many contracts on 


which they have quoted and which 
ure expected to soon develop into ac- 
tual orders. Jobbers have complete 
stocks on hand for their’ present 


needs and find no difficulty in securing 


shipments from factories as needed. 
Manufacturers’ prices have not been 
changed. 
Pottery 

No large movements from potteries 
are reported by representing sales- 
lneh, average conimitmenis by whole- 
salers consisting of replacements of 
staple bowls and tanks and a fairly 
rood volume of special pieces.  Esti- 


mating departments of distributors 
are exceptionally busy and substantial 
dispositions are 


the 


increases in pottery 
during 
keeping 


their 


consequently anticipated 


coming months. Jobbers are 


their inventories abreast of cus- 
tomers’ existing requirements and are 
obtaining deliveries of staple items as 
Neither 


salers changed their prices during the 


wanted potters nor whole- 


past two weeks. 
Plumbers’ Brass Goods 
The trend of plumbing contractor 


demand, while accelerated in some 


sections, averages fairly steady at the 


seasonal point which has been re- 
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ported for the past three or four 
weeks. Cast and tubular goods share 
almost equally in wholesalers’ orders, 
which, for replacement purposes are 
more frequent than they are exten- 
sive. Manufacturers salesmen allow 
that business could be much better at 
this time of the year but they are 
compromised, however, with future 


No delivery extensions of 
reported. Makers’ 
not 


prospects. 
consequence’ = are 


prices to wholesalers have been 
changed. 
Range Boilers 
Requirements of the plumbing trade 
for this commodity have not varied in 
during the 


comparatively 


any large way past few 


and have been 


Orders 


weeks. 
light. 


jobbers 


relayed to makers by 
of corresponding 
latter taken 
boilers 
the 
manufacturers’ 


have been 


dimensions for the have 
their warehouses range 


were contracted for before 


into 

which 
recent advance in 
and replacement needs are con- 
of Stocks at 
sources are such as to permit expedi- 
No price changes 


prices, 


sequently light nature. 
forwardings 


have been reported by producers since 


tious 


the previous review. 
Boilers and Radiators 


Activities in the heating field have tained in good quantities by sellers in tor and hence foundry orders were 
not progressed in any large way dur- this area. Despite the laggard condi- light. Most piping contractors were 
The Stock Market 
Range for Week Ending May 25, 19297 

Ps Weekly Par 1929 Weekly 
Value Hi Low * Hizh Low Close Value Hizh Low * High Low Close 
NP 1 Ny Air Reduct Sales (« 4 129%, 120'4 121% NP 17 s National Radiator Corp., com. A Q1¢ | § &le 
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9° | m& Arr | r Mills ¢ A 118%, 11 112 5 29% 23 Herman Nelson Corp B 29 26 | 275% 
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ni { , (hicago Nipple Mig. C« \ B ' 2 1) ri x4) Spang, Chalfant & Co., pfd. { 94 03 94 
| Chicago Nipple Mfg. ‘ I iB | | NP +] Standard San. Mfg. Co., com 14] 17'5 47} 47 
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1 LG 112 ( rane ‘ pid { bid 112 11s ’ Jt Time-O-Stat Controls Co i YY & 50 31 
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NI , 11 Fairbanks (« A 16 If lf 20=CS: if) U.S. Cast Iron P. & F. Co., com. \ 95, 364, 36% 
NP 513, $1', Fairban Morse & ( \ 42 41! 41', NP 19 17 U.S. Cast Iron P. & F. Co., Ist pfd A WW 17 173% 
1110 1067% Fairbanks, Morse & ‘ pid 108 10s 10s NI 195, 185 U.S. Cast Iron P. & F. Co., 2nd pfd 4 193% 18? 19%, 
NP 19 11 Greenfield Tap & Die Cory I lf 15 15 NP 62% 4 U.S. Radiator Corp.. com B&D 48 4615 46), 
NP 5 243, «Iron Fireman Mfg. C { O44 s 29 mo of 1Oo |S. Radiator Corp., pfd D 100 100 100 
NP 242% I! Johns-Manville Cor; L 17034 16754) #167 NP 6 42 U.S. Rubber Co., com \ 5 1s I 5il< 
1 = =—128 119 Johns-Manville Corp.. } A 123 121 121 100) 2 7 l Rubber Co., pfd 4 &80'_, 77 vi 
1m) 612244 «6118 Jones & Laughlin, pfd A&E 121 121 121 1-103 157 U.S. Steel Corp., com 4 175%< 166% 1677% 
NI 12 55%, Minneapolis-Honeywell Reg. Co.,com. BAC 72 71 | 1 6144") «141 LS. Steel Corp., pfd. \ 142%, 142 142 
iM) «161 14. Minneapolis-Honeywell Reg. Co., pid Ba&C 161 16 16 NP 22% 12 Universal Pipe & Radiator Co A 14 12)4 12%4 
NP 72 41) Modine Mfg. Ci BA 72 7 f} P 44 23 Walworth Co , 36% 53 333% 
NP 4s Motor Wheel Cor; \ 48 15 45 NP 234 2 Wayne Co., con B&C 23 23 23 
NP F. kb. Myers & Bro. Co., con (; YF) s 4 NP 65 Wayne Co., pfd B&C 40 38) BR) 
Tt it) lf F. FE. Myers & Bro. Co., pfd G 105 105 105 100) «100 43 Wheeling Steel Corp., con B 100! 97% 10014 
Tf 17 132 National Lead Co., con \ 145'4 142 145 iM 135 131 Wheeling Stee! Corp., pfd. “A” B 133 33 133 
mM) «(144 149 National Lead Co., pfd \ 140 14 140 NP ‘ 2 Williams Oil-O-Matic Htc. Corp. { 2514 234% 2475 
if} 1? 11s Nat il Lead f I I 4, 11s iT’ 11S Ni 132 2's Youngstown Sheet & Tule Co \ 43, 5O76 HO! 
\\ 
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concerned. 
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potential 
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over which 
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are 


holds 
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forth 


volume of business, 
activities ameliorated, 
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activities for distributors and pro- 
is a ducers during the next few months. 
con- Deliveries from sources and _ local 
points are being effected in prompt 


manner. No price changes have been 
announced by makers. 


SOUTHEAST 


Contractor Demand Ils Moderate— 

As far as the placing of business tion in sales, the price situation has 
was concerned plumbing and heating remained fairly steady and no changes 
materials have very quiet over in price sheets have been announced 
the past two weeks, although some during the past fortnight. 
observers report definite improve- Most producers, however, are rather 
ment toward the latter part of May. optimistic over near future business, 
This to some extent can be traced to as construction work is to open up on 
the fact that several large construc- a larger scale within the next few 
tion projects are about ready for weeks. Wholesalers are well stocked 
plumbing and heating installation with a good assortment of supplies and 
work. As whole, business for the no difficulties are reported in deliver- 
month of May has proved a disap- ies. 
pointment as sales did not reach the Soil Pipe 


level of expectancy predicted by many 


wholesalers 
the month. 


ing just 


and hence factory-placed orders have 
been light, as stocks have been main- 


in 


as the 


opening 


days 
Large consumers are buy- 
itself, 


presents 


Consumption of soil pipe re- 
ported by most wholesalers to be only 
fair during the past fortnight, with 
orders being placed rather spasmodi- 
cally. Stocks were of sufficient size to 


‘are for the demands of the contrac- 


was 
of 
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The Metal Market 


PIG IRON— 


Sees ee Be, GD cc ccc cccccccsecs 


PLATES AND SHEETS— 


Steel boiler plates, Pittsburgh, per lb. 
13, Pitts- 
EEE, Re ESC eS 


Blue annealed sheets, No. 


Black sheets, No. 24, Pittsburgh, 
per Ib. 
TIN— 
I a a a ee 
LEAD— 
Chicago 


a e@e@ee £2 Ee C28 Cee ee 8 € 8. kh 6.6.88 ee 6 64.8 86 6 


The Old Metal Market 
Dealers’ Buying Prices 


Per lb. 
Aluminum clippings ............. 18 oc 
EI Sa cdl aha tae a tle Ta alg le ial al os ke 41llec 
EE er re a i“4ec 
eg | a 814 ¢ 
NT ines oo gin Ee edie be eee llleec 


LA UROEENED co igwec ncanceeewesee 14%c 


NOTE: Prices are those quoted on Tuesday of this week. 





rather inactive during the past ten 
days. Prices have not been changed 
and deliveries are prompt. 
Pipe—Brass, Steel and Wrought Iron 

No new buying movement was noted 
by observers in the Atlanta territory 
in brass, steel or wrought iron pipe. 
Business was reported to be maintain- 
ing a normal level and jobbers had 
no difficulty in filling customers’ 
orders. Steel and wrought iron pipe 
sales were fair with brass pipe sales 
continuing strong. The price situation 
was not disturbed and factory ship- 
ments were unretarded. 

Fittings 

Wholesalers in this territory ex- 
perienced a fairly good call from 
master plumbers for malleable and 
cast iron fittings, and with good stocks 
being maintained, no difficulty was 
had in securing shipments promptly. 
The brass fitting market remained firm 
with orders a little above the level 
set two weeks ago. Sellers have an- 
nounced no change in their price 
sheets and shipments from the makers 
are coming in regularly. 

Enameled Ware 

Master plumbers report that while 
business in enameled ware toward the 
end of May seemed to be improving 
somewhat, yet the total amount of 
orders did not reach the level ex- 
perienced last month. Inquiries reach- 
ing the desks of wholesalers indicate 
an early resumption of normal buy- 
ing. A good assortment of stocks is 
being maintained and deliveries are 
prompt. Sellers report no change in 
prices. 

Pottery 

Jobbing houses are replacing their 
stocks as they are depleted, which 
reflects the conservative buying at- 
titude on the part of contractors. 


Average Average Average 
May 28 Mar.,1929 Jan., 1929 1928 
$20.00 $20.00 $20.00 $18.54 
1.95¢ 1.90¢ 1.90¢ 1.87¢ 
2 30e ?.100¢ 2.100¢ 2.03¢ 
? Bbc 2. 80c 2.85€ 2.75¢ 
441,0¢ 
6.250c¢ 
Per Ib. 
ec ad a a 12% « 
(‘opper, unecrucibled wire........ l4%e 
ge RS 10 ec 
SE ren dk oda & een aaa -e 5lec 
Se eee 4 c 





Master plumbers did a limited amount 
of fixture setting and were not well 
engaged for the past two weeks. Ship- 
ments from the potteries are being 
made with promptness and the price 
Situation has not been disturbed. 
Plumbers’ Brass Goods 

The volumes of cast and tubular 
brass goods which moved into con- 
sumption during the past fortnight 
showed a tendency toward betterment, 
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and sellers report a fair amount of 
business. Most observers are rather 
optimistic as regards near future busi- 
ness and good stocks are being kept 
in the bins by wholesalers, insuring 
prompt deliveries. Orders placed with 
the factories are 


being handled 


speedily and prices remain un- 
changed. 
Range Boilers 

Sales in range boilers maintained 
the same low level as was the situa 
tion experienced for the same period 
in April, and requirements of master 
plumbers remained moderate. Whole- 
salers are keeping their stocks pared 
to meet the immediate requirements 
of contractors only, and factory-placed 
orders were reported as light. No 
changes in prices have occurred and 
deliveries are made on schedule 

Boilers and Radiators 

The movement in the boiler and 
radiator line for the past two weeks 
in this territory was reported as fair 
and no new developments took place. 
Contractors were only fairly well en- 
gaged in new work, but did consider- 
able re-installation work. Orders 
placed for immediate deliveries were 
light, but many inquiries were re- 
ceived denoting a good future delivery 
business. No changes in prices were 
announced and shipments are not in- 


terrupted. 


PACIFIC COAST 


Business Holds Seasonal Level— 


Business generally is of a moderate 
nature with the demand for materials 
better in some sections than in others. 
A fair amount of new building work 
is in progress and at the present writ- 
ing the outlook is reported favor- 
able. Distributors have well balanced 
stocks and the trade’s needs are being 
supplied without delay. Jobber’s prices 
vary somewhat in the different job- 
bing centers and are more firm in some 
than in others. 

Soil Pipe 

The demand for soil pipe continues 
to be maintained in a fairly satisfac- 
tory volume although most sales are 
in small lots with few if any inquiries 
out for future requirements. Distribu- 
tors are carrying sufficient stocks to 
take care of the trade’s needs and 
also have a fair amount of tonnage 
enroute from the foundries. Prices to 
the trade remain unchanged. 

Pipe—Steel and Wrought Iron 

Steel pipe shows little variance in 
demand from week to week, the trade 
purchasing mostly in small lots for 
requirements, although 
taken as a whole the amount of ton- 


immediate 


nage being consumed at present is 
about normal for this period of the 
year. Distributors have well assorted 
stocks and the trade’s needs are being 
promptly met. Wrought iron pipe is 
not moving very rapidly at present 
according to reports, with most of the 
sales being for contracts secured. 
Stocks of wrought iron pipe in distri 
butors’ hands are sufficient to take 
care of the trade’s present needs with 
out delay. Makers’ prices have not 
been changed, 
Fittings 

Cast iron screwed, drainage and 
malleable fittings show little if any 
change in demand from week to week 
and the trade continues to purchase 
only in sufficient quantity to take care 
of current needs. Stocks in distribu 
tors hands are well balanced and dis 
tributors can also 


shipment from all 


secure prompt 
manufacturing 
sources and €manufacturer’s ware 
houses. Distributors’ prices on these 
commodities are firm in some jobbing 
centers and soft in others. 
Knameicd Ware 


tuving of enameled ware continues 
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at a moderate rate which shows little Pottery 
variance from week to week. The Pottery continues 


trade is purchasing only such ware moderate’ volume, 


needed for contracts secured, with chasing only such 


ware as is needed the 


rving sufficient stocks to take care of 
to move in a_ the trade’s requirements promptly and 
the trade pur- are replacing merchandise in about 
same volume as sales. Distribu- 


as 

very little if any forward buvinge be for immediate use which is not heavy tors are generally continuing their 
ing in evidence Stocks in distribu- at present. Stocks in distributors’ policy of quoting prices based on their 
tors hands are sufficient to take care hands are suflicient to take care of replacement costs. 

of the trade’s needs and as this com the trade's needs without delay and Range Boilers 

modity is manufactured on the Coast distributors can also secure shipment This commodity continues to be in 
in greater volume than the Coast itself of all classes of ware from Coast pot- moderate demand which seems hardly 


can absorb, little delay is experienced  teries 


to vary from week to week. Distribu 


in obtaining delivery when required Plumbers’ Brass Goods tors are carrying sufficient stocks to 
Manufacturers’ published prices to The demand for plumbers’ brass fill all orders promptly and are re 
wholesalers have not been changed goods is being maintained in a satis- placing their stocks in about the same 
since our last report was published factory volume. Distributors are car volume as sales. 


St. Paul Masters Hold Dance 
lhe ie Pal \iastet Plumbers \ssociation recentl\ 
we at the North Central Commercial Club in 
that city, which was reported to have been one of the 
TST successtul ever held 1) the oOrvanization Wa te 
[* Stemer, \ltred orch ana lkarnest bossarad Were thre 
members ot the entertainment committee which was re 
sponsible tor the success of the attatr 
2 

Philadelphians Plan National Convention Trip 

lhe Master Plumbers’ Association of Philadelphia 
has made elaborate plans tor a trip by bus to the national 
convention at Buttalo. (seorge M. Hicks is chairman 
of the committee arranging for the trip, and H. L. Stil 
well and Maney ]. Feeney, president of the Philadelphia 
association, serve the committee as its secretarv an 
treasurer, respectively 

lhe association has issued a six-page tolder giving 
the itinerary tor the bus trrp to be made by the mem 


bers. .\ccording to the tolder, the members are to leave 


in special chartered buses, trom Broad and Locust strects 


on Sunday morning, June 23 \ stop tor luncheon 


is scheduled to be made at Stroudsburg, Pa.. and after 


— 


luncheon, the trip w 


where an overnight stop will be made. On Monday, the 


trip will continue to Watkins Glen tor luncheon. and 


on to Batavia tor dinner, proceeding into Buffalo by 


— 


twilight 


ee eee 





Some of the northern California master plumbers who attended the dinner-parts 


ll continue to Binghamton, N. Y.., 





he return trip will start trom Buffalo on) Friday 
morning, June 28, and will be made by a different route. 
Dansville will be the luncheon stop on that day, and the 
night stop will be made at Willhamsport. On Saturday, 
luncheon will be served in Harrisburg, and the delegation 
will arrive back in Philadelphia in time for dinner. 
o 

Heater Campaign Stimulated at Sales Meet 

\mple proof that the plumber’s sales instincts are 
being aroused was atforded when 290 masters trom 
San Francisco and the Bay District gathered recently 
at the Fior d'Italia Restaurant, Broadway and Kearny 


street, as the guests of the Ruud Mtg. Co. The eve 
rs sales talks, and short skits illustrating the obvi 


ning 


ous advantages ot modern sales methods, brought out 
by actual comparisons on the stage, were preceded by a 
nine-course Italian dinner. The “Tell ‘em and Sell 
‘ein’ skit, featuring |. C. Seagrave, Clarence I itzwate 
and Joseph Gilman, was well received. It brought out 
the idea of just how the sale of a modern torlet deve! 
oped the desire for a new water heater. 

Regarding prospects, Krank Pollard explained to the 
plumbers the best way to list names and tollow them 
up. Drawing attention to the newspaper campaign now 
under way, Mr. Pollard urged close co-operation to 
secure the largest return. A. Rice spoke on “Bringing 
the Stove Business Back to the Plumber,” indicating 


the possibilities of promoting the gas stove business. 


tenes a ene 


recently given in San Francisco by Rued 


Mftz. Co. 
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Kaustine Quality Wrought in Armco Ingot Iron 
Costs No More. Be Sure You Get It. Look for the 








Kaustine Trade Mark and the Armco Triangle 


ANY a dealer is burying his reputation 
with his septic tanks all because he insists 
on putting under the sod cheap, steel tanks 
thinking he is saving money for his customers 
and making money for himself! 





The Kaustine Company and Kaustine dealers 
have for many years realized the false economy 
of cheapness in septic tanks. They know the 
hazard of gambling their reputation with uncer- 
tain quality. That is why Kaustine Septic Tanks 


are made of genuine Armco Ingot Iron— the 
material that is recognized as the best for 
long life, on account of its resistance to rust, 
corrosion and chemical reactions. There is no 
compromise in Kaustine Septic Tanks. 

Before you allow a septic tank to be put under 
the ground, be sure it is a Kaustine Septic Tank. 
Look for the Kaustine trade mark and the Armco 
Ingot Iron triangle. Only Kaustine Septic Tanks 
are genuine Armco Ingot Iron tanks. 








KAUSTINE COMPANY INC. 





16 MAIN STREET, PERRY, N.Y. 


austine 


Septic Tanks 











Kentucky to Continue Sanitary 





Board 








Frank L. Tice, presi- 


John L. Zehnder, vice 
president 






Work : 





- Mitzlaff, secretary - 
treasurer 





John J. Vogelpohl, 
national director 


To Zone State for Organization Work; Elect 
Frank L. Tice as Prestdent 


dent 
Kk. D. Hannan, retir- 
ing president 
ITH THE desire to raise the status of the 


plumbing business in the state, the Ken- 

tucky State Association of Master Plumbers, 
meeting at the Brown Hotel, Louisville, for its forty- 
fitth annual convention, voted to continue the work 
of the Kentucky State Joint Sanitary Board, to zone 
the state for organization purposes, and to increase 
the numerical strength of the association. The con- 
vention was held May 20, 21 and 22 on the roof gar- 
den of the hotel, and about 50 members were in at- 
tendance. 

\fter hearing the report of John L. Zehnder ot 
Louisville, president of the state joint sanitary board, 
in which he reported that the plumbing code for 
which the board was working had passed both the 
senate and the house, but had been vetoed by the 
vovernor, the association voted that the board should 


continue to operate, and that a new state plumbing 








Group photo taken at forty-fifth annual convention of the Kentucky State Association 
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code should be drawn up which might be passed by 
the governor. In continuing his report, Mr. Zehnder 
reported that the governor had vetoed the bill by 
recommendation of the mayor of Louisville, and Mr 
Zehnder said that he believed that the mayor would 
not give such advice the next time the bill was pre- 
sented. President E. D. Hannan of Paducah ap 
pointed the following committee, whose duty it is 
to take the necessary steps for the raising of suf 
ficient funds for the carrying on of the joint sanitary 
board’s work: John Kennedy of Ludlow, Thomas 
Clarke of Danville, John L. Zehnder of Louisville, 
Charles Whitehead of Frankfort, and H. J. Frantz 
of Lexington. By motion of Jacob Isaacs of Louis 


ville, the permanent national office resolution was 
tabled. 

Another committee was appointed for the purpose 
of carrying out the resolution on zoning, at the sug 














of Master Plumbers at Loutsville 
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gestion of E. C. Kelley of Covington and A. Kruse of 
Newport. The following were members of the zon- 
ing committee: President Hannan, Mr. Kruse, Mr. 
Kelley, Thomas Clarke of Danville, John L. Zehnder 
Louisville, Charles Whitehead of Frankfort, and 
Frank L. Tice of Lexington. Mr, Kelley later re- 
ported for the committee that plans had been made 
for the zoning of the state, and were to be worked 
out in greater detail by 
and board of directors. 


Elect New Officers 


Tice of Lexington, former vice president 
the association, was elevated to the position ot 
president at the election of officers. John L. Zehnder 
of Louisville was elected vice president, and O. Mitz- 
laff of Louisville was re-elected secretary-treasurer. 
The board of directors was not appointed, but will 
he announced shortly. The place and dates for the 


Frank L. 


of 











lop picture: Officers of the Kenton-Campbell County Associa- 

tion—George Schroeder of Newport, president; E. Henge!l- 

brook of Ft. Thomas, vice president; William Schmits of 

Newport, recording secretary; A. P. Velten of Newport, cor- 

responding secretary. Bottom picture: H. J. Frantz of Lexing- 

ton; Robert Kennedy of Covington; John E. Kennedy of 
Ludlow; Thomas Clarke of Danville 


next convention of the association are to be left to 
the incoming board of directors. - 
An interesting discussion took place when A. 
Kruse of Newport brought up the question of the 
manufacturer's financial responsibility in the replac- 
ing of built-in bathtubs, when found to be defective 
Mr. Kruse pointed out that it had been his experi- 
ence that manufacturers paid for the cost of the tile 
and plastering work, but did not make any recom- 
pense to the master plumber for the labor of the 
plumber in the replacement. Jacob Isaacs of Louis- 
ville stated that he felt the reason the labor was not 
paid was that the master plumber charged the manu- 
facturer the same labor charge that he would a cus- 
tomer, and he also felt that it was not fair to try to 
make two profits on the same job. E. Hengelbrook 
of Fort Thomas said that he had never been paid for 
the plumbers’ time on such a job, while John M. 
Wilbers of Louisville said he had often been paid 
tor the entire cost of the replacement, including the 





the newly elected officers 
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The Eddy Pressure 
Relief Valve 


Ci | 


wvy 


For hot water boilers, 
pressure, storage and 
closed plumbing systems, 
the Eddy Valve is ex- 
actly what is needed. 
It protects the system 
fromexcessive pressure 
damage and by main- 
taining constant pres- 
sure increases the effi- 
ciency of the heating 
system with a result- 
ant economy in fuel 
consumption. The con- 
trolling spring is not in 
water and therefore can- 
not become weak by rust 
or corrosion. Every Valve 
completely tested before 
leaving factory. 





























CO 





Write for complete 
catalog 











DONNELLY Man. COMPANY, Inc. 
29 MILLS ST. MALDEN, MASS. 
w York Representative, Henry Stein, 50 Cliff St., New York ¢ 


“ity 
Philadelphia’ and te Territory Represented by Derby shire, Mack & hereaa. Inc 
5 Real Estate Bidg., Philadelphia, Pa 











IMICO UNIONS 





NOTE THE BRASS DISC 


Made of Refined Malleable Iron with Brass 
Seat inserted in Place by Powerful Pressure 
So That It Cannot Become Detached. 


Approved by Underwriters’ Laboratories. 


ILLINOIS MALLEABLE IRON CO. 
Chicago, Ill. 
| Manufacturers Full Line Iron Pipe Fittings 
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BRINGS CITY COMFORTS 


TO 


SUBURBAN HOMES 


AND 





arvEquip 


Furnished as a complete unit —a 
siphon fully assembled within a 


San-E Septic Tank, prov 
EXTRA PROFITS Eoteseeaariiee 

$ iF 
ee Uy ee cid rduces the pon 


sibility of overloading or clogging. 










SAN-EQUIP Siphon Septic System is in 
demand out beyond the Sewer Line in suburban 
homes, lake and mountain resorts, gas stations, etc 
PATENTS 
PENDING 


lank has large capacity bafles— 
two chambers. Manholes give 
ready accessibility. Easily in- 
stalled-—no parts to assemble. 
Made of copperoid iron and rust 
proof enameled. 


Send for dealer information. 


CHEMICAL TOILET CORP. 
908 E. Brighton Ave., Syracuse, N.Y. 











Automatic Non-Adjustable 
All Metal Thermostatic 


SYPHON AIR VALVES 


The Dole Valve Company, 1913-33 Carroll Ave., Chicago 


~~ 
Pfiueller 
BRASS PIPE 

| AND FITTINGS 


Order from jobber — Get 
Mueller Genuine Brass Pipe 
with Mueller Fittings. Send 
for new Mueller Catalog. 























' PORT HURON ” MICHIGAN 


srreeaeiiiit 


Your customers in this AUTOMATIC AGE 
want heating that is more automatic. You 
want greater, cleaner profits. The Jewell 
Temperature Regulator fills both wants. 
Write for the Jewell book today. 










Minneapolis-Honeywell Regulator Co. 
Executive Offices: 2801 Fourth Ave. So., Minneapolis 
Factories: Minneapolis, Minn., and Wabash, Ind. 


jewell 


TEMPERATURE REGULATOR 
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plumbers’ time. As a result of the discussion, 
Thomas Clarke of Danville moved that a committee 
be appointed to protest against the discrimination 
on the part of manutacturers and wholesalers in pay 

ing for the tile, carpenter and plaster work on a re 
placement job of a built-in tub, without paying for 
the plumbing labor. Mr. Clarke was made a mem 
ber of this committee along with William Beuttel of 
Covington and Jacob Isaacs of Louisville. This com 
mittee reported back to the convention with the re: 

ommendation to the convention that a resolution be 
passed instructing the secretary to notify manuta 

turers and wholesalers that members of the associa 
tion will hereafter assume no responsibility for the 
replacement of defective fixtures. 

Hear from National Director Vogelpohl 

The necessity of organization has never been trul) 
realized, according to John J. Vogelpohl of Cincin 
nati, Ohio, who pointed out to the Kentuckians that 
only 11,000 or so master plumbers out of an alleged 
35,000 were members of the national association. He 
went on to say that in nearly every city or com 
munity there are members of the association who 
quibble about how the organization is run, while the 
same men would never question how their civic and 
fraternal organizations were administered. 

Mr. Vogelpohl told the delegates about a new na 
tional building organization which was selling plans 
and specifications to builders in different cities, with 
the prices of the various building materials. He said 
that the prices on the plumbing and heating mate 
rials were based on carload shipments, and gave the 
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Top picture: A. H. Taylor, manager Lexington branch, and 
E. H. Kingston, sales manager, Laib Co., Louisville. Middle 
row: A Kruse of Newport; 0. L. Bungenstock of Erlanger: 
H. H. Sehuler of Covington; J. B. Donohoo of the Plumbing 
and Heating Industries Bureau. Bottom picture: George H. 
Trimbur of Ft. Thomas, and 8. C. Durbin of New Albany, Ind. 
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contractor only 10 per cent as a combined overhead 
and profit, the labor for the job being given at a rate 
which Mr. Vogelpohl felt could not possibly be met 
by any employer of journeyman plumbers or fitters. 
lle warned the members against builders of the type 
he had described. 

In speaking of the national association, Mr. Vogel- 
pohl said that it had the same aims and ideals that 

















a — a 


lop picture: J. J. Petty and John M. Wilbers, both of Louis- 
ville. Bottom picture: Jacob Isaacs, past state president, and 
Tony Fontana, both of Louisville 


its founders had at its inception, and had weathered 
many a storm during -the- nearly fifty years of its 
existence. He pointed out that no officers or direc- 
tors of the association ever received any monetary 
recompense for their services. 

In speaking of the mail order and direct-to-you 
competition facing the plumbing industry, he said 
that no plumbing appliance, regardless of how ex: 
pensive it is, or how valuable to the home owner, ts 
worth its price unless it is properly installed. He 
pomted out that the public pays the mail order and 
direct-to-you houses for plumbing fixtures, but it 
pays the master plumber for protection and heafth. 
lle urged more intensive selling methods, and said 
that, although every man cannot maintain a show- 
room, everyone can make more definite efforts to 
sell. 

He told of the Trade Practice Conference held in 
Pittsburgh, and explained how the trade practice 
rules were expected to work out for the plumbing 
industry. In closing, he urged the members to at 
tend the national convention at Buffalo, and said that 
preparations had been made for the largest and most 
instructive convention in association history. 


The Opening Session 


President E, D. Hannan of Paducah opened the 
convention on Monday afternoon, and Rev. A. E. 
Klick gave the invocation. Mayor Harrison of Louis- 
ville welcomed the convention to the city, and Presi- 
dent Hannan responded. Madame Yvette La Verne 
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/SMALL-- COMPACT -- POWERFUL 





Low in Cost 


For cellars that flood, an Oberdorfer Automat 
Sump Pump makes a highly satisfactory, low 
priced solution. Easy to install—no servicing 
difhculties. 110-volt universal motor. Entirely 
automatic. Made of non-corrosive metals 
Send for details about full line of Oberdorfer 
gear and centrifugal pumps. 
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: WRITE FOR 
DETAILS 
M. L. Oberdorfer 


Brass Co. 


2309 Thompson Road |, y ; 
Syracuse, N. Y. 4 4 


Builders of Pumps 
since 1875 ee ee ae 
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| OBERDORFER 


AUTOMATIC ELECTRIC 


CELLAR DRAINER 





THE MIDLAND PROCESS 


Roof flashing construction is not, as some 
believe, an easy matter. At least the building 
of Midland flashings has not been simplified for 
quantity production at the sacrifice of quality. 


Only the purest virgin lead is used and when 
put through the Midland Patented process 
which employs low temperatures and no pres: 
sure, the result is a flashing which is remarkably 
pliable, lending itself well to easy installation 
and tight, permanent fitting. 


Beware of Imitationa. Look for the yellow 
label and the Midland name on every flashing. 


MIDLAND METAL MFG. CO. 


Kansas City, Mo. *Newark, N. J. 


*Newark plant manufactures roof flashings only 
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UNO 
NIEDECKEN SHOWER 


PATENTED 





A Permanent 
Shower 
with 
NIEDECKEN 
EASY CLEAN 
Shower Head 





Designed for installation over the ordinary 
bath tub in the old home without cutting 
floors or walls. Can be placed at side or 
end of tub. 

Write for Bulletin D-10X. 


HOFFMANN | & BILLINGS. MEG. Co. 
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‘*CHICAGO”’’ 
shepoeeeamaeciates WATER SYSTEMS 
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__ 
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.? Fig. 2016 Pneumatic Water System. 


| For Hotels, Apartment Buildings, Fac- 
4 tories, Office Buildings, in any capac- 
the ity, for any head— Single or Duplex. 


Bulletin 111 gives layouts, tables, engineering data, 
shows how to figure a job. 


SEWAGE-CONDENSATION~CIRCULATING 
BILGE- FIRE-HOUSE- VACUUM 





2336 Wolfram St., Chicago—Phone Brunswick 4110 
79 Madison Avenue, New York—Phone Ashland 2220 


Offices in 65 other cities 
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rendered several vocal selections, and, after a num- 
ber of announcements, the session was adjourned. 

Theodore Ahrens, president of the American 
Radiator and Standard Sanitary Corp., and a former 
master plumber of Louisville, spoke briefly to the 
convention on the subject of distribution, asking the 
association for an expression of opinion on the sub- 
ject. He pointed out the increasing number of chain 
stores in the country, and asked whether the master 
plumbers felt that the present method of distributing 
plumbing and heating supplies was satisfactory. In 
a resolution brought to the floor later, the convention 
voted that the present method was the most satis- 
factory to everyone concerned. 

J. B. Donohoo of the Plumbing and Heating In- 
dustries Bureau spoke on accounting, and said that 
its importance could not be overestimated. He 
pointed out that a man could go into almost any 
kind of business without an education if he so de- 
sired, but very few of them can succeed unless they 
have some knowledge of accounting. For that rea- 
son, Mr. Donohoo felt that the small business man 
should make a point of learning all he could about 
accounting in order to make sure of a knowledge of 
his costs. 

Elmer E, Ledbetter, treasurer and sales manager 
of the EverHot Heater Co., Detroit, Mich., pointed 
out the fact that the automatic water heater business 
was carried on largely through gas companies, which, 
he said, sold a little over one-half of those sold in 
the country. He went on to state that the plumbing 
industry should be getting this type of business, and 
said that his company was co-operating to the ex- 
tent of selling only to the plumbing industry, along 
with other manufacturers who had the same policy. 

L. H. Gray of Domestic ENGINEERING spoke on bet- 
ter relations between the manufacturer, wholesaler 
and master plumber. He pointed out that many cases 
of misunderstanding between the different branches 
of the industry were a result of not knowing the per- 
sonalities of the men in the other branches, and 
knowing them only in a business way. He stated 
that organizations embracing members in all three 
branches of the industry in other parts of the coun- 
try had been successful in bringing about better rela- 
tions in the industry, and suggested that such organi- 
zations might be formed in Kentucky. 


Modern Accounting—Simplified 


(Continued from Page 58) 


Forms “A” and “B” are taken. This we will take up in 
the next article. 

In this and the next few articles which will follow, we 
are discussing informally the different records which are 
necessary to achieve certain definite results, without at- 
tempting to carry through a complete set of transactions 
which would necessitate constant reference to previous 
articles, to follow intelligently. However, when we 
draw to a close, we will take a complete set of transac- 
tions and demonstrate exactly how these would be dealt 
with, from the time that they are introduced into the 
business until reflected in the financial statements and 
cost sheets. 








Tennessee Association 
to Work Out Zone Plan 


Re-Elect Incumbent Officers for Ensuing Year 








HE passage of several 
resolutions which will 
prove of importance to 
its membership featured the 
thirty-first annual convention 
of the Associated Master 
Plumbers of Tennessee, held 
May 20 and 21 at the Far- 
ragut Hotel, Knoxville. -The 
association voted to zone the 
state for the purposes of or- 
ganization work in 
an effort to in- 
crease the member- 
ship in the asso- 
ciation, as well as 
to make the pres- 
ent membership more cohesive in its aims and 
purposes. 

Among the other resolutions passed by the 
convention was one by which the association 
is to be incorporated, at the suggestion of Na- 
tional Director John J. Vogelpohl of Cin- 
cinnati, Ohio. The incoming board of directors 
was authorized to take the necessary steps for 
incorporation of the association. The Chat- 
tanooga association presented a resolution, James L. 
which was passed by the convention, whereby 
all cities in the state with a population of 
100,000 or more are to establish at once a board of 
examiners. By another resolution the state president is 
to be granted a fixed sum annually to be used for travel- 
ing expenses for organization work, the sum to be 





Herman Leopold, re-elected 
vice president 








set by the incoming board 
of directors. After an ex- 
tensive discussion on the sub- 
ject, a motion to reduce the 
registration fee from $10 to w. pb. Swaim, re-elected 
$5 was tabled. president 

The resolution providing 
for the establishment of a permanent office for the Na- 
tional Association of Master Plumbers was divided into 
three parts, and voted on separately. The Tennessee 
group first voted that the national organization should 
have a permanent secretary, and then 
voted that a permanent office should 
not be established. The latter vote 
made it unnecessary to vote on a loca- 
tion for the office. 

On a suggestion from James L. 
Evans, of Memphis, the association 
passed a resolution by which the in- 
coming president and secretary were 
to draw up a constitution and by- 
laws for the association, have a legal 
opinion given as to its constitutionality, 
and present it to the next convention 
of the organization. The Nashville 
delegation proposed that the associa- 
Evans, re-electea tion go on record as endorsing the 


treasurer work of the Home Modernizing Bu- 


reau, and the state organization con- 
curred in the suggestion. 


Re-elect Incumbent Officers 


W. D. Swaim of Chattanooga, president of the 





Photograph taken during one of the sessions of the convention of the Associated Master Plumbers of Tennessee 
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association for the past year, 
was re-elected to that posi- 
tion for the year 1929-30. 
Herman Leopold of Knox- 
ville was re-elected state vice 
president, and James L. 
Evans of Memphis_ was 
elected to succeed himself as 
state treasurer. The secre- 
tary for the ensuing year 1s 
to be selected by the presi- 
dent. Chattanooga was 
selected as the 1930 conven- 
tion city, the dates to be left 
to the incoming board. 

President Swaim was 
elected delegate to the na- 
tional convention in Buffalo, other delegates being 
I. I. Tuck of Nashville, D. L. Simpson of Memphis, 
and Thomas Webb of Knoxville. Vice President 
Leopold elected as alternate for President 
Swaim, and the other alternates are W. H. Grewar 
ot Nashville, Percy Todd of Memphis, and R. H. 
McGinn of Knoxville. 


R. L. 


Farrar, acting state 
secretary 


Was 


The following committees were appointed to carry 
on the business of the convention: Credentials, J. L. 
Peebles of Memphis, chairman, L. D. Lingner of 
Nashville, John Cuneo of Chattanooga, and T. T. 
Webb of Knoxville; auditing, W. H. Grewar of 
Nashville, chairman, George Allan of Chattanooga, 
RK. L. Simpson of Memphis, and E. E. Haws of 
Knoxville; resolutions, Percy Todd of Memphis, 
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E. U. Buchi of Nashville, John Cuneo of Chatta- 
nooga, C. O. Biddle of Johnson City, and E. E. Haws 
of Knoxville; registration, E. I. Tuck of Nashville, 
chairman, Harry Kippley of Memphis, and John Mc- 
Ginn of Knoxville. 

In his annual report as president of the association, 
W. D. Swaim of Chattanooga reported that a few of 
the resolutions passed at the previous convention 
had not been carried out during the year on account 
of lack of funds, but also reported that most of them 
had been put into effect. He told of several trips he 
had made in the state during the year in the inter- 
ests of the association, and reported that several new 
members had been added to the roster. Mr. Swaim 
said that any state officer was seriously handicapped 
if sufficient funds were not available for organization 
work, and continued that he was so handicapped. 


Hear from National Director 


John J. Vogelpohl of Cincinnati, Ohio, director of 
the national association, represented the latter or- 
ganization at the meeting. Mr. Vogelpohl pointed 
out the advantages of membership in the national 
association, and called attention to the fact that it 
was a unique organization in that its officers did 
their work for the organization without recompense. 
He pointed out that the national association during 
its nearly fifty years of existence had met many un- 
usual circumstances, but had been able to find the 
solution to all of the problems it had come up against 
so far, and he said that he had confidence that it 
would always be able to do so. He told the Tennes- 
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Ask your jobber to supply you. 
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The use of P. E. C. Radiator 
Hangers eliminates’ hard work 
They can be easily 
installed as one bolt is all that is 
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see members that. the national organization always 
had capable leaders, and said that the supply of 
such leaders would never be diminished. It is the Tae AMERICAN SEEDING MACHINE COMPANY 
followers that the national association needs, accord- 5 } 
ing to Mr. Vogelpohl, who went on to urge the co- weeNaarers Soreame's 
operation of all members with the officers of the 
local, state and national organizations. 





SLPtRIOR 


. * Se ate 
SUPE RIOR BUCKEYE 
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Opening Session PURCHASING DEPART! 


President Swaim called the convention to order a 
Monday morning, May 20, and James L. Evans of a 
Memphis led the opening prayer. C. L. Holland, City. 
secretary of the Knoxville Chamber of Commerce, Gent ler 
welcomed the delegates to the city on behalf of his a hile Atte Rekha ot the StU Athan 
organization. W, V. Kennedy of Nashville replied ey nn re Ae Ene Eee ee 
to the welcome. a ana PES a ONT 


———— | 


Memorial services were held for the members of ee 
the association who had died during the past year. 
I. L. Simpson of Memphis eulogized the men from 
his city who had passed away, namely, Herman Yours truly, 

Schnell, W. H. Seigler, and John Noone. 5S. B. THE AMERICAN SEEDING MACHINE Co. | 
Collins of Knoxville gave the eulogy of Charles P ‘ 
White of that city, who was vice president of the NAT 30 
state association until the time of his death. The He A» Boerger. 7 

eulogy of A. S. Herbrick of Nashville was given by 7a, eee 
W. V. Kennedy of that city. Percy Todd of Mem- 
phis, accompanied by Mrs. W. H. Grewar of Nash- 
ville at the piano, rendered a vocal selection in keep- 


ing with the memorial services. ] ) 
H. B. Fuller, southeastern representative of the 


Plumbing and Heating Industries Bureau, spoke of 

the change in the bureau’s policy in having repre- YEARS 
sentatives located in certain districts rather than 
traveling around the country, and pointed out the 
advantages to the plumbing and heating contractor. . ] 

He told what the Georgia state association was do- omp ete 
ing in the line of organization work, and went on to . . 

say that, in spite of difficult financial problems, the Satisfaction 


Florida association was also active in organization 
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work. There is no ques- i 

Mr. Fuller told the delegates of the importance of tion about the +--+) q 
civic work, and pointed out the advantages of essay rough usage to ks 
contests such as the one being conducted by the which closets are 
Chattanooga association. He went on to say that | | subjected over a period of 12 years ina 
the bureau had decided to make its services of a busy factory. 
more selective nature, sending the bulletin and other | 
literature only to members of the two national asso- To meet such service requirements, P 
clations of contractors in the plumbing and heating The Bowlus Mtg. Co. developed, long i 
held. . ago, those points of strength and 

He told further of a trip he had made into Tennes- sturdiness which have since distin- : 
see, and offered the services of the bureau in what- guished lewel AutoPneu Matic Water 


ever capacity the association might need it, pointing 
out that he hoped also to make another Tennessee 
trip shortly. 

L. H. Gray of Domestic ENGINEERING spoke on 


“What Is Merchandising?” He pointed out that dif- Let us send you full information on 


ferent types of contractors, with different local con- Bowlus Jewel Closets—write today or 
ditions, necessarily had to use differe : 
; use different methods of ask your jobber. 


merchandising to bring about the desired results. 
He spoke of the trend of business today, both in the 


plumbing and heating industry, as well as others, The BOWLUS MANUFACTURING CO. 


and showed what was being done in other localities 

to te eer eae ) may eas j SPRINGFIELD -:- OHIO zi 
» keep the plumbing and heating industry abreast 

ot the modern business methods of today. ‘ 


Closets and which have made them so | 
especially adaptable to industrial, school, 
public and institutional use. 
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The “EAFCO” 


RAIN LEADER and CESSPOOL 


Equipped with remov- 
able strainer so that it 
can be easily cleaned 
at all times. Sturdy 
and simple so that it 
is easy to install and 
will last for years. 





Your jobber can sup- 
ply you or you may 
write direct to us 
for complete details. 



























The EASTERN FOUNDRY CO. 


Main Office and Factory 


BOYERTOWN PENNA. 
Boston Office: 
Philadelphia Office: P. O. Box 63, 


940 Drexel Bldg. Cambridge, Mass. 
New York Office: 


50 Church Street 











Warning 


Subscribers for DOMESTIC ENGINEERING are 
cautioned to be careful to whom they make pay- 
ments as there are several men travelling around 
the country claiming to represent DOMESTIC 
ENGINEERING, collecting money and not turning 
it in. 

Many of the contractors who have sent us com- 
plaints have shown receipt on which the name 
Sanitary and Heating Engineering is printed and in 
addition the name of a subscription agency. 


DOMESTIC ENGINEERING has not authorized 
any subscription selling agency to represent it. All 
our authorized representatives work for DOMES- 
TIC ENGINEERING exclusively. They have 
DOMESTIC ENGINEERING official receipt and 
in addition a letter over the signature of an officer 
of the company authorizing them to solicit sub- 
scriptions and make collections. Subscribers are 
asked to have any salesman calling on them produce 
their credentials and if there is any doubt as to the 
standing of the agent, to refuse to make payment 
and send it in direct. 


DOMESTIC ENGINEERING CO. 
1900 Prairie Avenue 
Chicago 
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More About Indiana’s New 
Plumbing Code 


(Continued from Page 74) 


question that when each lavatory has its own trap, 
there will be less odor from the same number of 
fixtures than when served by a single trap for the 
group. 

Another argument is that when the trap is clogged 
all the fixtures in the group are put out of use. 

Other remarks which Mr. Beeler makes are the 
following :—‘“I note that Fig. 6 has a vent stack 
with no heel washout. This should not be permitted, 
even in a garage, as I have taken out vent stacks 
where this bend at the bottom was entirely filled 
with rust. I do not favor horizontal vents with no 
water in them, as shown in Fig. 4.” 

We fully agree that the washing of the foot of a 
vent is desirable wherever possible, but do not un- 
derstand the remark concerning Fig. 4. (December 
1 article). 

Among other things that Mr. Meerhoff mentions is 
his enthusiastic assent to the use of such fittings as 
shown in Fig. 7. This is a crowfoot fitting capable 
of receiving the water closet and at least two other 
fixtures, with the simplest and most effective means 
for venting them. 

Mr. Morgan is also high in praise of this fitting, 
pointing out that it is in full accord with the Hoover 
recommendations. 

At considerable length he points out what could 


| be accomplished on a 3-inch stack using these crow- 


foot fittings. He calls attention to the fact that eight 
complete bath rooms could be handled by it, accord- 
ing to the table of sizes recommended in the Hoover 
report and also accepted and allowed in the Indiana 
state code. 

Because of the interest shown in this fitting, we 
show it again in our Fig. 2. There is one point, 
however, which is not clear to us, and which Mr. 
Morgan can no doubt explain. Where does the lava- 
tory waste connect, and how is it vented? 

Under a very few codes, we know that such a lava- 
tory connection as shown in Fig. 3 would be allowed, 
and it would be considered that the lavatory trap was 
adequately vented. We do not believe that the In 
diana code intends anything like this, for we are free 
to say that in our estimation a lavatory so connected 
cannot be considered as vented at all. 


However, the riser used as a common vent, might 
be provided with a waste inlet as we show in Fig. 4, 


_or a tee-Y inserted, and then we would say that the 





| work was well done. 


In endeavoring to show why only water closets, 
pedestal urinals, trap standard slop sinks and shower 
stalls can have circuit or loop vent, Mr. Morgan calls 


_attention to the fact that according to the Indiana 
| code, S-traps cannot be used on such venting. 


He 
asks us to show an illustration of a line of smal! 
fixtures provided with loop or circuit vent. 

We fully agree that an S-trap or a 34 S-trap can- 
not be used on this kind of venting, but we show in 
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Fig. 5 how small fixtures using P-traps can be cir- 
cuit vented. 

Sec. 19-9-12 of the Indiana code, after stating that 
no trap shall be placed over 5 ft. from its vent, adds 
the following :—“For water closets, pedestal urinals, 
floor urinals and trap standard slop sinks, the de- 
veloped length of the soil or waste pipe between the 
floor or wall openings and the vents shall not exceed 
814 ft.” 

We stated that we did not just understand this 
provision, and Mr. Morgan makes the following ex- 
planation,—“This additional allowance was for the 
installation of one fixture. The 81% ft. allowance 
was in case there was no way to bring the vent back 
or to connect a vent other than by bringing it back 
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horizontally in the same space in which the waste | 


line was run.” 

In conclusion we want to say that we are very 
much pleased to have these comments. In this sort 
of discussion much information is exchanged. 


* 

The T. W. Kerrigan Co., 151 Lisbon street, Lewis- 
ton, Me., recently announced that it was working on 
several interesting contracts, among them the plumbing 
and heating of a new factory building in that city. 


Investigation of Steam Radiator 
Enclosures 


(Continued from Page 54) 


of 70 deg. Fahr. at the breathing level, and a steam tem- 
perature of 215 deg. Fahr. 

Let K==the coefficient of heat transmission in B.t.u. 
per sq. ft. per deg. Fahr. difference in temperature be- 
tween steam and air per hr. Then 

A= ao 1.8/7 for the standard conditions 

~ 19.7(215—70) 
based on measured surface. 
Tests with Enclosures 

The results of tests with two characteristic types of 
commercial enclosures are shown in Figs. 14 and 15. 
The corresponding types are shown in Figs. 10 and 11. 

In comparing the performance of the enclosed or 
shielded radiators with that of the bare radiator, seweral 
factors in conjunction must be taken into consideration. 
These are: (1) the effect on the temperature at the 
breathing level, (2) the effect on the temperature at the 
ceiling, 
floor and ceiling, (3) the effect on the mean temperature 
in the living zone, or the zone below the breathing level, 
(4) the relative steam condensation per hour. In gen- 
eral, an enclosure may be regarded as better than the 
bare radiator if (1) a breathing level temperature within 
one deg. fahr. above or below 69.4 deg. fahr. was main- 





or the difference in temperature between the | 


tained, (2) if the temperature at the ceiling was low- | 


ered, (3) if the floor temperature was maintained equal 
or raised, (4) if the mean temperature in the living zone 
was raised and (5) if the steam condensation was the 
same as, or less than, that of the bare radiator. 





This ts the second part of the investigation 


Editor's Note: 
The first section was 


report, which is published in three parts. 
published on Page 55 of the April 6, 1929 issue. 
will be published in an early tssue. 


The third part | 
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Pure gum rubber, one piece, 
seamless construction are features 


of the DUR-A-BAL. Will not 
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or low water pressure. 
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Michigan Chapter A. S. H. V. E. Elects Officers 

Sixty members and guests of the Michigan Chapter 
of the American Society of Heating and Ventilating En- 
gineers gathered at Hawthorne Valley Golf Club on 
Thursday, May 16, for the annual meeting, which was 
held for the dual purpose of electing officers for the 
coming year and to bring together the members of the 
chapter and their friends who enjoy golf. 

Chas. H. Soderberg, Harry Hughson and Wm. B. 
Johnston were on the Golf Committee, and for those 
who did not play golf a committee, consisting of W. J. 
Whelan and J. L. Fuller, was appointed to get together 
two baseball teams. Eighteen members were persuaded 
by Messrs. Whelan and Fuller to participate in this 
pastime. 

At seven o'clock the members and guests assembled in 
the dining room of the club and were served an excel- 
lent dinner. After dinner President Rowe called the 
meeting to order, after which the usual reports of the 
officers and chairmen of committees were heard. In 
addition, W. G. Boales and R. K. Milward spoke to the 
assemblage regarding the outing to be held at Bigwin 
Inn. 

Mr. Soderberg then announced the golf prizes. The 
first prize was awarded to R. F. Connell, the second 
prize to Ray Deppman, and the third was a tie between 
Tom Brown, Mike Shea and J. R. McColl. Numerous 
other prizes were awarded for low net scores, etc. 

In addition to prizes which were furnished by the 
chapter, acknowledgment was made to the following, 
who donated prizes: H. Hughson, one slicker; W. B. 
Johnston, eight pairs of wooden shoes; Graybar Electric 
Company, one dozen golf balls, and Chas. Soderberg, 
half-dozen golf balls. 

After the announcement of the prize winners, bal- 
lots were cast and the following officers were elected for 
the coming year: President, Wm. G. Boales; vice presi- 
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dent, E. E. Dubry; treasurer, R. K. Milward; secretary, 
I. H. Clark. Board of governors: L. L. McConachie, 
W. J. Whelan and H. M. Stephen. 

Following the election of officers, W. A. Rowe, the 
retiring president, relinquished the chair to the incom. 
ing president, W. G. Boales, and this was followed by 
talks from the other newly elected officers. 

Upon the motion of W. B. Johnston, a rising vote of 
thanks was given to the retiring president, W. A. Rowe, 
for the splendid work which he has done during the past 
twelve months, 

Chas. V. Haynes, vice president and sales manager of 
the Hoffman Specialty Company, was a guest speaker 
and gave an interesting talk, chiefly concerning the good 
which the members at large can do by offering construc- 
tive criticism and suggestions to the editors of the Guide. 

When the meeting adjourned at ten o’clock it marked 
the close of the season for 1928 and 1929, 

The next meeting will be held Monday evening, Oc- 
tober 14, 1929. 

e 
Bay Counties Conference Convenes at San Mateo 

The Bay Counties Conference, frequently referred to 
as the “junior convention,’ has become an institution 
with the master plumbers of Northern California. The 
latest Bay Counties Conference met recently at the Ben- 
jamin Franklin Hotel, San Mateo. President J. W. 
Forsythe of the San Mateo-Burlingame association ex- 
tended a cordial welcome to the visiting masters, con- 
cluding his address by introducing the conference chair- 
man, George Stoddard of Berkeley. Mr. Stoddard asked 
for report of A, G. Trezise, chairman of the book com- 
mittee. In the absence of Mr. Trezise, his report was 
read by V. A. Edgeworth, conference secretary. 

As the result of the work of the committee headed by 
J. V. Young of San Francisco, bearing on the proposed 
state plumbing code, a resolution setting forth the ad- 








Group of those attending the Bay Counties Conference held recently at San Mateo, Calif. 
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vantages of the code and recommending it for passage 
was framed, read, unanimously adopted and ordered sent 
to the California State Merchant Plumbers Association. 

Carl J. Marsh of San Francisco, representing the 
Plumbing and Heating Industries Bureau on the West 
Coast, introduced J. R. Munsell of the Commercial 
Credit Co. In his brief introductory remarks, Mr. 
Marsh cited figures tending to prove how woefully lack- 
ing were the members of the plumbing and heating in- 
dustry in taking advantage of the partial payment plan 
of merchandising. 
this country, he said, are financed in this manner. “Es- 


sential as our industry is,’ said Mr. Marsh, “only ten 
million dollars’ worth of plumbing installations were | 
made on this plan last year, against two billion dollars’ 


worth of automobiles.” 

Mr. Munsell held the attention of the masters when 
he pointed out the manifest advantages of instalment 
selling, indicating a newer and broader avenue leading 
toward increased volume, and one that was singularly 
free from cut-throat competition. This plan, it was 
pointed out, brought needed home improvements within 
the financial range of the average salaried man and 
wage-earner, 

W. H. Picard, president of the Alameda County Mer- 
chant Plumbers Association and chairman of the gas 
appliance committee, reported that several conferences 
had been held with the gas company officials relative to 
their policy of direct selling. The company now has 
twenty salesmen out in the Bay District, but so far the 
campaign has not proven a success from the company’s 
standpoint. Investigation among the members of Mr. 
Picard’s association revealed the fact that the gas com- 
pany’s efforts to market appliances direct have actually 
served to increase the master plumbers’ volume. 

Alexander Coleman of San Francisco, past secretary 
of the national association, talked on the plumbing and 
heating industry of the past and the future, and told 
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Three-quarters of the gross sales in | 








how much it owes to the forces of organization in the | 
past, and how its success in years to come will depend on | 
the continued efforts of those within the organized ranks. | 

Mr. Coleman laid emphasis on the fruits of organiza- | 
tion work by pointing to men prominent in the industry | 


all over the country, all of whom have been and are 
identified by their active affiliation with their local, state 
and national associations. Stressing the point” that 
“What can I do for my association?” rather than “What 
can my association do for me?” is the more important 
attitude for the prospective member, the speaker made it 
very plain that those who had unselfishly labored on be 
half of the industry as a whole were the ones to whom 
had come the greatest amount of material gain. 

Mr. Coleman summed up the advantages of associa- 
tion membership largely in terms of education. “But 
don’t expect too much from your organizations. They 
can bring various matters to your attention, but it is up 
to you to act upon them.” 

Outlining the work done by the Plumbing and Heating 
Industries Bureau on the Pacific Coast, and calling at- 


tention to the status of the industry in that locality, the | 


West Coast manager, Carl J. Marsh, spoke on the rea- 
son why the master plumber should avail himself of the 
opportunities offered by the bureau. 

William J. Monihan, president of the San Francisco 
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Meet your real 
competitors on 
their own ground 


*By your real competitors we mean 
all those retailers who address sales 
messages to your customers—the 
retailers who sell radios, automo- 
biles, furniture, and hundreds of 
other things. 


They select the newspapers because 
they have found that newspaper 
advertising is effective. 


Meet them on their own ground 
with the message of the products 
and the service you offer— give the 
prospect an opportunity to balance 
the benefits of your service with 
those others. 


Advertising Made 
Easy For You 


Our Retail Advertising Service 
makes advertising easy for you. 
We send you cuts every other 
week for the illustrations—you 
clip the copy from your issue of 
DomEstTic ENGINEERING, and 
hand it, with the cut, to your 
newspaper. Easy,‘isn’t it? 
Send in your order today for 
three months’ service only 
$4.20. 


Domestic ENGINEERING, 
1900 Prairie Avenue, Chicago 


Send me the Retail Advertising Service for 12 weeks. 
Check for $4.20 enclosed. 








Name... 
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For Maximum Service 
at Minimum Cost 


Seasoned buyers continue 
year after year to re-order 
Jarecki Pipe Threading Ma- 
chines for the same reason that 
many men continue, year after 
year, to buy their shoes at a 
certain store—the assurance, 
born of experience, of maxi- 
mum value for each dollar 
spent. If this weren't so, 
would users of Jarecki Pipe 
Threading Machines by their 
re-orders take up more than 
50% of our output? 


JARECKI 


MANUFACTURING COMPANY 


Erie, Penna., U. S. A. 
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Top row: A. H. Dittman, treasurer; J. L. Conley, vice presi- 

dent; W. F. Craig, past vice president, all of San Mateo-Bur- 

lingame master plumbers’ association. Bottom row: J. W. 

Forsythe, president, and R. S. Dunn, secretary, of San Mateo- 

Burlingame association; J. F. Mauzy and John Humble of 

Walnut Creek. Photos taken at Bay Counties conference, 
held at San Mateo 


association, stated that his board of directors had gone 
on record as approving and commending the bureau for 
its splendid work. Following Mr. Monihan’s reading ot 
this resolution, it was also adopted by the conference. 
W. Herbert Graham of Oakland, past state president, 
gave a short talk on home modernizing, with particular 
reference to the progress of the campaign in his city. 
Mr. Graham quoted several instances tending to prove 
the soundness of the home modernizing movement, and 
told how it is developing a tremendous volume of busi- 
ness for the Oakland masters. 
The next Bay Counties Conference will meet in San 
Francisco on the evening of July 29. 
® 
North Jersey Heating Contractors Hold 
Informal Dinner 
On May 14th the Heating & Piping Contractors 
North Jersey Association held an informal dinner 


| meeting in the Ball Room of the Robert Treat Hotel 


in Newark, N. J. Invitations were extended to all 
contractors in North Jersey who are regularly en 
gaged in the heating business, both members and 
non-members. | 

B. Joseph O’Donnell of the Plumbing & Heating 
Industries Bureau spoke at some length on the value 
of trade associations and their memberships. He 
stressed the necessity of each and every member gi\ 
ing of his time and thought and effort to solve the 
many problems confronting any association. 

Joseph Fitts, assistant secretary of the Heating & 
Piping Contractors National Association, told of the 
many activities of the national association and also 
of its various committees. He outlined the very im- 
portant part played by the Standardization Boiler 
Output, Welding and Certified Heating Committees 
in the national association, 

E. G. Byrd, field representative of the national as. 
sociation, covered the plan and procedure of certified 
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heating and its real value as a merchandising me- 
dium, citing instance after instance where certified 
heating had done much to help specific associations 
and contractors. 

John Nelles, president of the North Jersey Associa- 
tion, in a concluding speech extended to all contrac- 
tors present an invitation to join the North Jersey 
Association and in joining give the necessary help in 
raising the standards of all work in the industry and 
the up-building of better business and_ business 
ethics. 

M. E. Durkee, manager of the North Jersey Asso- 
ciation, was active in the arrangement for the meet- 
ing. 

® 
Chicago Plumbing Contractors Open Golf Season | 

Sixty-four members and guests of the Plumbing 
Contractors’ Association of Chicago teed off in the 
initial golf tournament of the season at Evergreen 
Golf Club on Wednesday, May 15. Good fortune in 
the matter of weather favored the golfers, as the day 
was probably the best of the entire week. Following 
the day’s golf, the results of which are given below, 
the group had dinner in the nearby Beverly Gardens. 
After-dinner talks were made in candle light, neces- 
sitated by a storm which broke during the meal and 
put out the lights. 











The three prizes for Class A golfers, a rain blouse, ° 
a sweater and a pair of golf hose went, respectively, 


to J. J. Flavin, E. Stevenson and Wm. Harvey, who Air Conditioning 


turned in net scores of 75, 79 and 79. In Class B, 

EK. C. Oaks, C. Haigh and C. J. Stanley, with scores at Fraction 

of 67, 71 and 78 were awarded in the order named, a 

razor, a pair of golf hose and a golf ball. Class C ry Former Costs 
winners were C. W. Alcock, Wm. Eadie and W. 

Brown. They received, respectively, a duffel bag, a HE contractor who is interested in factory 


putter and a belt for net scores of 78, 85 and 97. air conditioning jobs should know more 
The guest prize winners in Class A were W. Mu- about these new Clarage Unit Humidifiers. 


lady, L. J. Kemp and Seward Best of Quincy. The Clarage Unit Humidifiers cut conditioning costs 
in the same ratio that unit heaters have cut the 
cost of industrial heating. As compared with a 
central system, they can be installed for decidedly 
less, and in operation they also save considerable. 
No expensive sheet metal ducts for air distribution 
are required. 

Now many a plant that needs humidification can have it 
yet without making excessive expenditures. Here is an 


opportunity for you to get in on some mighty profitable 
business. Use coupon below for complete details. 


CLARAGE FAN COMPANY 
KALAMAZOO, MICHIGAN 
Sales Engineering Offices in Principal Cities 


CLARAGE 


Unit Humidifiers 


MAIL COUPON FOR COMPLETE INFORMATION 


Please mail me Bulletin 74 on Clarage Unit Humidifiers. 





prizes were a driver, an iron club and a pair of golf 
hose for nets of 75, 81 and 82. Class B winners were 
Wm. Lee, C. Savage and T. Wade who received a 


























Top row: Roscoe Flinder of Jas. B. Clow & Sons, E. Stceven- NS i ne oe te omen san’ os ere 





son, Ralph Reedy and William Harvey. Bottom row: Clyde 
Savage, Aurora Steel Tank Co.; John McKenzie, E, W. Payne, | Address 











Inland Supply Co.; C. W. Jones 
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The new S& K “FIVE ONE FOUR” Kitchen 
Sink Faucet is eminently suitable for the small 
eight-inch back sinks, in moderately priced 
homes, bungalows and cottages, as visualized 


above. 

















They have elevated spouts and are a decided 
advantage in making the kitchen sink neater 
in appearance and more efficient, being well- 
balanced and of pleasing design, not “massive 
or ornate’’ as some others. They are excep- 
tionally well made and are priced very low. 
You'll want to install thee S& K FIVE ONE 
FOUR as much as your customers will want 


to buy them. 


Write us for sample and price 


STREET & KENT MEG. Co. 
1954-64 Clybourn Avenue 
Cuicaco, ILL. 


Representatives 
J. W. Gannon, 30 Church St., New York, N. Y. 
Wm. P. Horn Co., 58 Federal St., San Francisco, Calif 
Wm. P. Horn Co., Wilcox Building, Los Angeles, Calif 
Wm. P. Horn Co., L. C. Smith Bldg., Seattle, Wash. 























Top picture: Kenneth MacKenzie and E,. F. Olson of Standard 

Sanitary Mfg. Co. Bottom picture: Willlam Redieske of Im- 

perial Brass Mfg. Co., who acted as master of ceremonies; 
Ek. Sanyer and F.. A. Zimmer 


sweater, a cigarette holder and a golf ball and disc 
for net scores of 68, 75 and 75. 
Flight winners, each the recipient of a golf ball, 


| were: Q. Lindahl, C. Bolton (secretary of the Illinois 














state association), Henry Claussen, C. A. Reagan, 
T. Seabrook, R. Reedy, E. F. Olsen, H. H. Diedesch, 
I. Zimmer, J. Bonga, H. Scheel, Walter Blyth, S. Mc 
Carthy, John T. Fitzsimmons and J. Neary. 

scores for the day were as follows: 


G. H. Net G HH. Net 
OR eee 103 22 81 F. Zimmer ..... 103 2! 82 
7) wee scene 102 16 86 ee i £4 100 19 % ] 
P. D. Parson...110 23 87 W. F. Hildeman.119 30 &% 
CR aaa 103 23 80 3. MM. «ce oe8 114 25 89 
Peter Munn ....119 24 95 0 122 32 40 
Krank Winkler.115 24 9] Jos. W. Cannon.117 27 4) 
Seward Best ... 95 13 $2 Walter Brown .132 35 97 
(*.. A. Bolton....114 24 90 W. F. Knauss..132 33 99 
Cl. BEOPPED ccosss 133 35 103 G. Matthews ...154 35 119 
Wm. Eadie ....120 35 85 H. G. Scheel....120 30 90) 
Henry Claussen.125 29 96 Wm. Breyer....121 26 4S 
GG. Feldkamp...134 35 99 Walter Blyth ..112 27 SO 
(thas. W. Aleock.111 33 78 S. P. Holme....107 18 84 
(.. A. Reagan...121 32 8% K. A. Ehrlich...137 35 102 
(Chas. Watson ..127 29 98 S. McCarthy....103 18 & 
T. ‘Seabrook ...107 25 §2 Be Oe Wee ci eee. 92 17 Th 
Be Ee ET ko 0 6 114 25 89 oe ee 93 25 68 
KM. C. Groner....134 35 99 Walter Mulady..87 12 75 
Ik. Mortimer ...106 19 7 i Se ab eee we 116 27 8% 
R. C. Flinder...104 12 92 J. T. Fitzsim- 
Km. Stevenson... 92 13 79 a 102 21 s] 
Wm. Harvey .. 95 16 79 CS Bere .. +s. 96 21 (es 
Ralph Reedy ..100 13 87 i re 99 20 79 
i. F. Olsen..... 102 19 83 mm, SOMO ccices 101 17 #384 
K. MacKenzie..118 21 97 J. MeKenzile....102 20 82 
C. J. Erickson..115 22 93 ea 92 25 67 
Ee) Ee ewe des 102 11 9] Chas. Haigh ...101 30 71 
Ki. C. Wagner...145 35 110 Cc. E. Pullam...129 3 95 
Paul Jacoby ....126 29 97 Ray Ferguson..122 26 Yt 
H. H. Diedesch.121 390 9] Cc, J. Stanley...102 24 78 
(i. Fortmiller ...125 35 90. SS . errr 108 18 v0) 
ca = , ow 97 22 75 Ce. Besse? ewccoss 122 35 87 


) 
KE. C. Sanger...105 18 87 


Thomas P. McLoughlin, president of T. P. Me 
Loughlin, Inc., New York City, and prominent in asso 


ciation work, has recently been named a member of the 


advisory committee, a sub-committee of the Merchants’ 
Association. The committee in which Mr. McLough- 
lin sits, reviews the work of the building code com- 
mittee, especially from a technical standpoint, as 11 
deals with sanitation measures. 








Connecticut to Work for 
Credit System 


Re- EKlect A. A. Mills President; Vote 
Against Permanent National Office 


State Master 
Clark, sales manager 


Moore, field secretary New Jersey 
Plumbers’ Association; |. W. 
Stamford Gas & 
addition to numerous discussions all bear- 
ing on business conduct, were heard. 


Officers Elected 


HE task of formu- 
lating a reasonable 
credit system in an 
effort to place _ 

plumbing and | 
heating as a business on a more stable | 





A. A. Mills of New Britain, 
re-elected president of the 
Connecticut association 


electric Co., Stamford, Conn... in 








basis, was assigned to the incoming | A. A. Mills. New Britain: was re- 
board of directors by the Master Plumb- a elected president and C, U. Neumann, 
ers’ Association of Connecticut, meet- | a West Haven, again made treasurer. 


ing in its thirty-ninth annual convention 
on May 14 and 15 in the auditorium of 
the Stamford Gas & Electric Co., Stam- 
ford, Conn. Another decision was 
recorded in an unanimous vote against 
the establishment of a national perman- 

ent office. It 








William J. 


advanced from second vice president to 


Henry, New Canaan, was 


first, following the resignation of Joseph 
Mullins, Bridgeport. 
Bridgeport, 
president and J. M. Forger, Norwalk, 


serger, 


Joseph Ie 


was elected second vice 


was inducted into the office of financial 








Charles U. Neumann of 
West Haven, treasurer 





was also voted 
to increase the 


dresses by John A. Quinn, 
Philadelphia, Pa., vice 
president of the national 
association; Thomas F., 
Nolaw, Albany, N. Y., past 
national president; Jere L. 
Murphy, New York City, 
national standardization 


and conference committees ;: 


B. Joseph O'Donnell, field 


man for the Plumbing and Heating Industries Bu- 
reau, Chicago; Fergus McLoughlin, New York City, 
president New York State Master Plumbers’ Asso- 


Clation ; 
York City; A. 
man national 


educational 


A. R. Herske, American Radiator Co., New 
B. Dibble, New Haven, Conn., chair- 


committee; [Edward Bb. 





Joseph E. Berger of Bridge- 


secretary. 


President Mills re-appointed 


C. A. Hjerpe of his city as secretary. In 


number of jose. elected second vice dition to President Mills and Past 
representa- president President Dibble, James H. Lowe, Wat 
tives from erbury, was se.ected as the third dele 
towns and cities on the’ gate to the national convention. An exhibit of mod 
board of directors. Ad- ern plumbing and heating appliances was another o| 


the educational features of the convention. 
The meeting convened in the afternoon of May 14 


after execution 
of a morning 
program which 
included a short 
business session 
of the officers 
and board of di- 
rectors, a_ trip 
through the fac- 
tory of Yale & 
Towne Mtg. 
Co., Stamford, 
and a luncheon 
at the Masonic 


Jere L. 





nema 


Murphy of 





New York Clty, and 


Past National President Thomas F. Nolan 
of Albany, N. Y. 








B. F. Judd and A. KR. Morpe of New Haven, G. D. L. Raymond 
0. A. Peterson of New Britain, A. B. Dibble of New Haven, 
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all past 


of Stamford, P. 
presidents 


J. 


of 


Brown of 
Connectleut 


Middletown, 
association 
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SPECIALISTS IN CENTRIFUGAL PUMPS 








The Merchandise 
Mart—Chicago 
Architects: Graham, 
Anderson, Probst and 

*hite. 
General Contractors: 


John Griffiths & Son 


ECONOMY 


Non-Clogging Sewage Ejectors 
chosen for the world’s largest building 


For further information send for Bulletin No. 411 


. ECONOMY PUMPING MACHINERY COMPANY 
| 3431 West 48th Place = Chicago 


Representatives in principal cities—telephone and address 
under company name 


Oe we he he ed ed ed ed ee 





: All standard types—also specially designed pumps 
to meet any condition 
w ew wed we ed eed eed eed ed ee 
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Club. J. F. McNamara, Stamford, president of the 
Fairfield County Association, welcomed an unusually 
large delegation and formally presented President 
Mills who in turn asked the Reverend Gerald A, Cun 
ningham to pronounce the invocation. The Honor. 
able W. W_ ‘iraves, Mayor of Stamford, in his re 
marks of wel.ome which he extended the convention 
recalled the early days when plumbers were known 
as tinners. In making a comparison of those days 
and the modern advancement in sanitation, he spoke 


of the time when the first fixture, a pump from the 


cistern, was installed in the kitchen of his home. 
The mayor also touched on the immeasurable need 
the master plumber is to the public. 


Alfred W. Dater, president of the institution in 
whose building the convention was held, in extend- 
ing a hearty greeting said that his company has 
much in common with the plumber and invited the 
visitors to inspect the battery of gas-fired boilers 
employed in heating the building. President Mills, 
in introducing Frank S. Dawless, president of the 
Stamford Chamber of Commerce, who added a wel- 
come from that group, remarked that his organiza- 
tion and many others both in and out of the industry 
had helped the committees immeasurably with ar- 
rangements for the convention. 


Committees Appointed 


At this point in the proceedings President Mills 
named the temporary committees, as follows: Ser- 
geants-at-arms: Joseph A. Murphy, Stamford, and 
J. E. Daly, Wallingford. Auditing: W. J. Wade, 
sridgeport; J. M. Forger, Norwalk; Arthur Thorp, 
New Haven, Credentials: J. M. Forger; R. C. Ar- 
nold, Bristol; G. E. Purdue, New Haven. Memorial: 
W. J. Henry, New Canaan; D. J. Lynch, Meriden. 
Nominating committee: P. J. Brown, Middletown; 
H. F. Bryant, Bridgeport; George Stone, Torring- 
ton; H. J. Kennedy, New London; Robert Davidson, 
Hartford. Resolutions: J. L. Dowling, Hartford; J. 
M, Gill, Waterbury; B. F. Judd, New Haven; F. C. 
s00th, Bridgeport; W. F. Fenn, New Britain; D. J. 
L.yneh. ‘The first named in each group was desig- 
nated to act as chairman but in the absence of Mr. 
Dowling the chairmanship of the resolutions com- 
mittee was held by Mr. Lynch. 


Important and Interesting Addresses 


Mr. McLoughlin, addressing the delegates, said: 
“The work and accomplishments of the Connecticut 
master plumbers have been an inspiration to the 
members of the New York State Association and, 
while the problems of the two states may differ some- 
what, those of each have bearing on the other.” 
Speaking as a member of the fourth generation of a 
family of master plumbers, he continued: “My mes- 
sage to fathers is: Bring your sons into your busi- 
ness and, if possible, have them avail themselves of 


the advantages that lie in the plumbing and heat- 
_ing science courses now offered by a number of the 


leading institutions of higher learning. 


9 


Mentioning 


| the fact that he is the youngest president ever elected 


| 
| 


by the New York State organization, Mr. McLough- 
lin said that this might be taken by younger members 
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as a signal of the new era that has dawned in the 
affairs of associations. 

Mr. Quinn, having sat in on the directors’ meeting, 
in opening his talk congratulated the delegates for 
the wisdom they exhibited in selecting officers, re- 
marking that the national association needs men of 
their stamp. The national vice president then pro- 
ceeded, by outlining some of the momentous ques- 
tions that come before the national body and some 
of its accomplishments in furthering the science of 
plumbing and heating, to answer the question asked 
many times, “What do I get out of the national as- 
sociation?” Taking up the matter of resolution No. 


’ 




















>. Driseoll, William H. 


Page Boller Co.; W. J. 
Purdue, state ap- 


Top picture: J. 
Wade, Bridgeport. 
prenticeship committee; Edward B, 
New Jersey Master Plumbers’ Association, and BK, 
O'Donnell of Plumbing and Heating Industries Bureau; James 
H. Lowe of Waterbury, a state director, Bottom row: C. K. 
Bayliss of Bridgeport, J. F. 
Ansonia, J. J. Heffernan of Ansonia and W. L. Dwyer of Fair- 
field. Photos taken at the convention of the Connecticut 
Association of Master Plumbers 


Middle row: George EF, 


* 


which has to do with the permanent national office 
question, Mr, Quinn cited figures to show that the 
maintenance cost, if it is established, should not be 
greater than present expenditures. He drew atten- 
tion to that part of the investigating committee's re- 
port pertaining to its location, stating that Chicago 
had been selected because, for one reason, the bureau 
is located there, permitting closer co-operation be- 
tween the two bodies. Citing past administration, 
Vice President Quinn said: “It is a question whether 
or not an improvement could be made in the admin 
istration of national association affairs.” He called 
attention to the regime of Thomas F. Nolan as an 
example of efficient service rendered. 

Continuing, he said: “It is contended that better 
men than those who have served will be obtained to 
conduct the affairs of the association and the ques- 
tion will they from the ranks of master 
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Moore, field secretary of | 
Joseph | 


Jacoby of Fairfield, J. J. Keefe of | 
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Only the best 
Duplex Feeder 


is good enough 


If a boiler is worth pro- 

tecting it is worth the 

best form of protection. 

The new, Self-cleaning 

McDonnell and Miller 

Duplex Feeder is the 

only feeder with rotary 

self-cleaning valves, the only feeder with 
adjustable water levels and differential, the 
only feeder that is made to cope with any 
condition that can arise in service. 


You build up customer good-will, escape 
service calls, and make more profit when 
you install this premier feeder. Of course 
you want a copy of the fact-filled 8-page 
booklet. Write 


McDONNELL & MILLER 
400 N. Michigan Blvd. - Chicago, III. 


M<DONNELL & MILLER 


SELF-CLEANING 


Duplex Feeder 
‘Doing one Y thing well af 

















Beaton & Corbin Floor and Ceiling 
Plates are distinguished by their: 


STURDY CONSTRUCTION— 
FINE FINISH— 
EASY APPLICATION— 
Look for the box withthe red band 


The Beaton & Corbin ate Co. 


Southington Conn. 


BEATON & CORBIN 


FLOOR AND CEILING PLATES 





Oni i\ 
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George F. Pelham, 
Architect, and Lapi- 
dus Engineering 
Corp., who are re- 
sponsible for this ex- 
quisite structure, 
could not afford to 
take chances with the 
heating system. So 





Sarco Radiator Traps 
went in-—for experi- cily home 
ence had convinced has 


them that. the Sarco 
was a good, depend- 
able, long-lived trap. 


This noiseless, fac- 

tory-adjusted trap will not air-bind, water-hammer or freeze. 
It is self-cleaning and easy to take apart. Has an unusually large 
discharge opening and a high lift. 








RADIATOR TRAPS =a 


The casing is made of extra heavy cast brass, free from blowholes 
and defects. 


A free copy of our booklet M-110 sent upon request. 


SARCO CO., Inc. 


183 Madison Ave., New York 


Boston Chicago Detroit Pittsburgh 
Buffalo Cleveland Philadelphia 
St. Louis 


Peacock Bros., Ltd., Montreal 


A GOOD Heating System 























HESSLER 


Roof 
Flanges 


Think of the time 
you can save bynot 
having to cut and 
fit this roof flange. 
All that is nec- 
essary is for you 
to hammer it into 
place. 









Ask your jobber 
to supply you. 














H. E. HESSLER COMPANY 


Syracuse, New York 
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| plumbers or will high salaried men be employed and 
| the president be used as a rubber stamp?” “| am 
emphatically not in favor of this,” he added. 

Touching on the Federal Trade Commission, which 
is occupying the attention of all branches of the in- 
dustry, the speaker said: “The intent of this pro- 
posal is to correct many of the abuses in the indus- 
try and there is embodied the arrangement of a pro- 
gram under which the business of associations and 
| master plumbers may be conducted without fear of 
federal criticism. 

Referring to the educational work under promo- 
tion by the national organization, Mr. Quinn said: 
“The war brought the realization that there were too 
few men in the industries whose capabilities were 
broad enough to handle their work as that in some 
of the other lines was handled; as a result the scholar- 
ship committee headed by Frank J. Fee, New York 
City, was formed and raised funds to inaugurate an 
engineering course at the Carnegie Institute of ‘l’ech- 























nology, the first class of which graduates in 1930,” 
Deploring the lack of financial support that is given 
this all-important work, Mr. Quinn asked Connecti- 
cut to help, if it saw fit. 

He then gave a resume of the inception by the 
master plumbers’ association of the Plumbing and 
Heating Industries Bureau and its functions as a 
clearing house for business building ideas. The 
speaker then took up that part of the work done by 
the apprenticeship committee in compiling a text 
book. “Last year this was scrapped and the board 
of directors transferred this work to the scholarship 
committee,” he explained. “A new book published 


in New York is to be sold to any one, while the old 














Left to right: M. J. Ladwig of Bridgeport; T. 8S. Donaldson 
of South Norwalk, oldest master plumber attending the con- 
vention; O. J. Ladwig of Bridgeport. Photos taken at the 
convention of the Connecticut Master Plumbers’ Association 


plan confined the sale to master plumbers, journey- 
men and apprentices,” he said, pointing out some ot 
the dangers of distributing a book on plumbing which 
carries the stamp of the association. In conclusion 
Mr, Quinn said: “It is your duty as master plumbers, 
because of the problems that are confronting you to- 
day, to attend the national convention in Buffalo, and 
there is no better way in which you could invest the 


_small amount of money the trip will take.” 


Mr. Herske, speaking on selling more merchandise, 


_ said: “The day of prestige, in so far as business com- 
| ing to you is concerned, no longer exists and in its 


stead with inter-industry competition the paramount 
issue 1s modern merchandising. By this I mean,’ lie 


_ continued, “the creating of outlets for plumbing and 














June 1, 1929 


heating materials through other channels in addition 
to that absorbed by new construction and to reach 
definitely the conclusion that we are going to elim- 
inate profitless business by selling beyond cost.” In 
bringing his discussion to a close Mr. Herske said: 
“May I leave the thought in your mind that the 
plumbing and heating fraternity must awaken to a 
realization of the fact that the public must be made 
to know that they have something to sell and that, 
until that time comes, the industry will continue in 
its present rut, selling only what it has been asked 
to sell, disposing only of what somebody has an 
immediate need for, never attempting to surmount 
what seem to be wunsurmountable obstacles ‘but go- 
ing placidly on its way.” 

Mr. O'Donnell, after an expression of regrets 
from Russell G. Creviston, business manager of the 
bureau, who was unable to be present, said: 
“Plumbers have been fighting a defensive battle long 
enough and must carry the battle to the other fellow, 
the customer, by launching an offensive that will 
result in profitable business.” Continuing, he said, 
“The bureau is yours and is both in a position and 
anxious to help you in this effort.” He continued by 
saying that the word co-operation is overworked and 
should be replaced with hard work, and, if each man 
gives what he can, a push will be supplied that will 
put the industry on a higher and more lucrative 
plane. He referred to the New Jersey association as 
the third largest in membership and the best organ- 
ized in the Union. “If you don’t put ample work and 
contribute a little financial assistance to your associa- 
tion, it will render a shriveled service,” Mr. O'’Don- 
nell said. He further stated, “You have the bureau 
with 14 men and you must contribute so that it may 
expand and increase its services which among other 
things include data gathered from contractors in all 
parts of the country.” He concluded his discussion 
by urging master plumbers to appreciate the impor- 
tance of their position in rendering public service and 
to get down to hard work. 


Mr. Dibble on Education and Merchandising 


Mr. Dibble, at the opening of the Wednesday 
morning session, presented a synopsis of the work 
that has been done in the past year by the national 
educational committee, which among other things in- 
cluded the drawing up and presentation to the 
national board of directors of a tentative program. 
This program, which was accepted, according to Mr. 
Dibble, was framed after a check-up with the Plumb- 
ing and Heating Industries Bureau to see that there 
were no conflicts in educational effort. He said, “The 
program is now in the national office, and it is hoped 
that it will be worked out by the next administra- 
tion.” After recounting briefly the work that is be- 
ing done by the national association, the speaker 
said, “Business is as you make it; its problems 
should be thought out, a program of modern mer- 
chandising and accounting should be followed if you 
are to succeed.”” Mr. Dibble, in suggesting that local 
associations tackle group effort in carrying out a 
merchandising program, cited the effort put forth in 
Philadelphia. He then called attention to the fact 
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Do Your 


Customers 





For Every Home Everywhere 


Your customers are no longer satisfied 
with an old fashioned bathroom. The mod- 
ern We1SreeL leakproof, shower cabinet 
affords all the pleasure and convenience of 
shower bathing at low cost. Suggest the in- 
stallation of this modern fixture to every home- 
owner in your community. 

WerSTEEL showers are shipped to you as 
a unit, there is no assembling to be done. One- 
piece integral construction insures lasting free- 
dom from annoying, profit-eating leaks. This 
shower cabinet may be set anyplace, on any 
floor, against any wall. Any standard make 
of shower head and valve fitting may be used. 


We will gladly send you complete infor- 
mation and installation details. Write us today. 
Henry Wers MANUFACTURING Co.,_INC., 
Elkhart, Indiana. (Licensed Manufacturers.) 


‘STEEL 


Se 
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Best 
for the Best / 






Oatey ‘‘4in1”’ Roof 
Flashings have a 
distinct advantage 
in manufacture in 
that they are sub- 
mitted to a rigid 
test which positively precludes the possibility 
of a poor one getting through stock to you. 


Ask your jobber to show you an Oatey—you’ll 
be able to feel its superiority. 


L. R. OATEY COMPANY 
5500 Walworth Ave. Cleveland, Ohio 
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WATTS HOT WATER 
HOUSE HEATING UNIT 


The Watts Type 38 Unit for Hot Water House 
Heating Systems speeds up the circulation of the 
system and in doing this, greatly increases the 
efficiency of the heating plant. 


We particularly call attention to the Watts Relief 
Valve, an A. S. M. E. Standard Valve. The im- 
portant part of any hot water control system is 
the relief valve. 











Write for our discount sheet showing 
the Watts Line of Plumbing Specialties 


WATTS REGULATOR CO. 


LAWRENCE Est. 1874 MASS. 


john G. Kelly, Inc. Sales Associates for the United States and Canada, 
, 210 East 45th Street, New York City, N. Y 





Geo. E. Kitson Co., Philadelphia Representative, 5939 Haverford Ave. 
Philadelphia, Pa. 
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that the national association, its several committees, 
the bureau, manufacturers, specialty men and the 
trade papers are all making an effort to show con- 
tractors how to get more business at a profit. Mr. 
Dibble recommended that the counsel of manufac- 
turers and jobbers should be sought and less criti- 
cism be directed at these two groups. He said, “The 
journeymen’s problems should be studied and they 
should be taught to keep in step with new ideas and 
the progress of business development.” He also ex- 
pressed the opinion that there should constantly be 
about 10,000 apprentices in training. Connecticut, 
he said, has been a little backward in educational 
work but is now getting started and he reminded 
the delegates that the aid of the educational com- 
mittee, the national association, and the bureau is 
available. 
Mr. Clark on Gas Heating 


Mr. Clark, speaking on gas heating, stated that 
while this method of heating has been known in the 
sections of the country close to the natural gas fields 
for some years, it is a fairly new development in 
territories a distance from them, especially where 
homes and small buildings are concerned. He then 
compared gas and its efficiency with other fuels and 
informed the delegates about gas firing. Relative to 
the extent his company co-operates with the plumb- 
ing and heating contractor, the speaker said: “We 
will figure a job accurately, deliver the boiler, help 
set it, bill the customer through the contractor, allow- 
ing a profit of 20 per cent on the boiler, 25 per cent 
on the thermostat controls, and assume the responsi- 
bility of servicing the installation.” During the past 
three years, according to Mr. Clark, his company did 
approximately $80,000 worth of business in which 
contractors shared, Urging the master plumbers to 
go after business more aggressively, he pointed out 
that there are 1,266 retail establishments in Stamford, 
one for every 40 inhabitants—all after the dollar— 
and said he saw no reason why journeymen should 
not be trained to do some selling. 


Following Mr. Clark’s talk there was considerable 
‘discussion concerning co-operation on the part of 
gas companies in some cities, at the conclusion of 
which Mr. Murphy said that until 10 years ago the 
gas companies in New York City were practically 
at odds with master plumbers but recently they have 
taken a different attitude. He suggested that Mr. 
Fogg, vice president of the Consolidated Gas Co., 
that city, would probably give information if written 
to relative to his company’s plan of co-operation. 

At this point in the proceedings Mr. Dibble was 
asked to read a letter from George H. Drake, Buffalo, 
N. Y., chairman of the exposition committee, laying 
open the plan for the national convention, June 25-27, 
at Buffalo and inviting master plumbers and their 
families to attend. 

The morning session was concluded with impres- 
sive memorial services conducted by Chairman 
Lynch. The Reverend W. H. Alderson pronounced 
the invocation for those who last year were present 
in body but this year only in spirit. Those for whom 
the service was _ held gull and 


were: George 5S. 
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Oil Discovery Helps Belknap 


lll ET — — : i. ce} OLLOWING the oil boom of 1865, a 

fever of speculation and opening of new 
oil fields took place. Pipe lines and the 
invention of wooden tank cars quickly 
followed. Oil refineries near the big cities 











Top row: Claude J. Leroux of New Britain, Mrs. Claude J. 
Leroux, president of the New Britain auxiliary. Bottom row: 
Rn. J. Kennedy, J. M. Foster, Charles Smith, J. H. Rockholz, 


all of New London, Mrs, T. Firth and Mrs. J. Feigenbaum, sprang up. Each of these several develop- 
both of New Britain. Photos taken at the convention of the ments called for a special type of oil valve. 
Connecticut Master Plumbers’ Association For the half century and more since that 





time, The Belknap Manufacturing Com- 


m7 =@-2 Pf — ‘ : a pany at Bridgeport, Connecticut, has occu- 
Thomas K. Conw ay, both of Hartford; John Cos- pied an honored place in serving the oil 


grove, Waterbury; Youngs Morgan, Groton; James industry. Today the ‘“‘Type M” valve is 
T. Kay, Meriden; E. J. Flanagan, Fairfield; J. P.|] supplying the most sxacting needs, whers 
Henzel, New Britain; Franklin Curtis and Charles bone dry all oils of low viscosity. 

H. Menzies, both of New Haven. 

Mr. Moore, after expressing the regrets of Wil- 
liam N. Chesnut, president of the New Jersey State 
Association, over his inability to attend, outlined in 
brief the work that is being done by his organization. 
“With the state 50 per cent organized we are aiming 
to increase the membership,’ Mr. Moore said, “and 
to accomplish something along educational lines.” 
He said further that the latter efforts are centered 
mostly around endeavors to place the industries on 
a more profitable basis. 











Mr. Murphy on Plumbing Progress 





Mr. Murphy, in answer to the questions, who are 
we—what are our aims—and what have we accom- 
plished—said: “No other industry has accomplished 
more as is evidenced in the fact that in 1880 a family 










Bead 





Ndi ‘ee Chain 
could not live properly in a building over four stories A 
in height, while today families live in absolute,com- —— p 
, the 


fort and sanitation atop skyscrapers.” Discussing 
the accomplishments he said, “In 1875 the first step 
was taken by master plumbers to abolish sewer air 
from houses by venting and a little later a set of 
rules, rather crude, perhaps, at first, were drawn 
up for the board of health of New York City by con- 
tracting and journeyman plumbers.” “This plumb- 
ing code has been improved,” he continued, “but 
trom time to time it is attacked, usually by someone 
trying to push a certain device, and the association 


Fixture 


BEAD CHAIN IS STANDARD—ON = *%0o, 
. iy < BASINS AND BATH TUBS—FOR %, 
has always lent its aid in preventing this being § ATTACHING RUBBER STOPPERS 
effected.” Another progressive step taken by the © 

% 


association, touched c as ‘ i 
" ) an ned on by Mr. Murphy, was the % The Bead Chain Manufacturing Co. cf 
movement to have plumbing goods retailed only by Bridgeport Conn oF 


the master plumber. He further stated that this is O06 
the only economical way plumbing and heating ma- 
terials can be distributed as there are approximately 


80,000 men selling this equipment. 
(To be continued) 
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| Legislature Considers 


Florida Code 


State Association Discusses 
Importance of Code Passage; 


Elect C. B. Perkins of Lake- 
land as President 


of Winter Park, national recording secretary; Mrs. 


. * a ae ee ee | Roy Mention, Miami, State Poesident; Mes. .Charies 
< oe 9 S ; ° ; 


association, and Fred M. Quinlan of St. Petersburg, retiring 


president 


F PARAMOUNT importance to the members 

of the Florida State Association of Master 

Plumbers, at their 8th annual convention at 
Daytona Beach on May 6 and 7, was the discussion 
of the state plumbing code now being considered by 
the legislature. At most of the sessions its provi- 
sions and the results to be expected from its passage 
were commented on by those in attendance. 

The following officers were elected for the coming 
vear: President, C. B. Perkins of Lakeland; vice- 
president, H. Pepper of Jacksonville; treasurer, 
R. Engstrom of Jacksonville. The district vice-presi- 
dents elected were: J. A. Mann of Winter Haven, 
. Williams of Tampa, H. W. Thorne of West Palm 
Beach, J. D. Johnson of Pensacola and H. Pepper 
of Jacksonville. 

The Opening Session 

\t the opening session Charles V. Gailer of Day- 
tona Beach, president of the Halifax association, wel- 
comed the delegates and guests and introduced Wil- 
bur Dosher of Wilmington, Del., to lead in the sing- 
ing of America. After the invocation, Mayor E. H. 
\rmstrong of Daytona Beach welcomed the visitors 
and spoke of the co-operation the health department 
had received from the local association and of the 
service rendered the public. 

R. M. Cunningham, New Smyrna, also welcomed 
the delegates and Mrs. Ann Goldenberg of Daytona 
Beach welcomed the ladies and called on the presi- 
dents of the different local auxiliaries for a few 
words. The following spoke: Mrs. Foster Fanning 








Mrs. W. FE. MeAn- 
drew, second vice 
president of na- 
tional auxiliary, 
and W. E. MeAn- 
drew, a past na- 
tional director 














Koegal, Jacksonville; Mrs. C. Ricken, Orlando; 
Mrs. F. Williams, Tampa; Mrs. L. Gegan, Miami; 
Mrs. Lee Sheffield, St. Petersburg; Mrs. H. Griggs, 
Bradenton; Mrs. Joseph Goldenberg of Daytona 
Beach. 

The reply was made by C. B. Perkins, of Lakeland, 
vice-president of the state association. President 
Fred Quinlan, St. Petersburg, then took the chair 
and called on Dr. W. A. Brunson, chief of the health 
department of Daytona Beach, who told what sanita- 
tion meant to the public and the important part the 
plumber plays. He also pointed out that the plumbers 
have done more to promote health and happiness 
than any other craft in the world. He said that where 
good sanitary conditions existed good health pre- 
vailed and urged the men to look after the rural sec- 
tions that needed better 
sanitary conditions. Mr. 
Perkins reminded the asso- 
ciation that the health of- 
ficers were always willing 
to co-operate. 

National Director Dosher 
addressed the delegation 
during this session. He 
brought greetings from the 
national office and urged 
the master plumbers of 
Florida to keep up their 
wonderful work. He said 
that they were real leaders 
and had sold Florida to Wilbur R. Dosher, national 

° director of Wilmington, 
the world at large mainly N.C, 
through health. He also 
praised the auxiliary for the important part they had 
played as an asset and an inspiration to their hus- 
bands. Mr. Dosher said that it should be the aim 
and desire of every plumber to give some time to 
the upbuilding of the business of which he is a part, 
and put his shoulder to the wheel to achieve those 
things he wished to do. He also told the men to be 
happy in their work for happiness meant contentment 
and prosperity. 

President Quinlan then called on H. B. Fuller of 
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the Plumbing and Heating Industries Bureau who 
outlined the policy of the bureau and the educational 
work it is carrying on. He urged that the plumber 
operate his business on a profitable basis, keep ac- 
curate bookkeeping, know his cost, and interest the 
home owner in remodeling. 

Mrs. W. E. McAndrew, second vice president of 
the national auxiliary, was the next speaker. She 
told of the campaign that the ladies have carried on 
for better sanitation and urged the men to speak to 
the architects and builders to install dental lava- 














Top picture: Jacksonville delegation. Bottom row: Orlando 
delegation at the convention 


tories as a necessary health measure and not as a 
luxury. She told of the success the Florida boy was 
making at Carnegie and hoped, in the near future, 
to have another scholarship and to send another 
Florida boy to Carnegie. Mrs. McAndrew urged all 
wives of the master plumbers to join the local auxil- 
iaries and to give some of their time to helping the 
business of which their husbands were a part. 

Mrs. Jessie Fanning of Winter Park, national re- 
cording secretary, was called upon to read the ac- 
counts of the last national convention and the prog- 
ress of the Florida auxiliary. 


The following plumbing inspectors from various 


sections were introduced: P. A. McIntosh of St. 
Petersburg, H. Schallen of Miami, C. Armstrong of 
Bradenton and C. Neff of Orlando. They all spoke 
on the Florida code and its need and urged all to 
support the proposed bill now before the house. 


The President’s Report 


Shortly after the opening of the afternoon session 
on the first day of the convention President Quinlan 
read his report of the year’s work. “Florida is just 
awakening from her growing pains,’ he said, “and 
is now ready to go ahead with a wonderful building 
boom again as I feel that full confidence has again 
been restored to nearly everybody.” 

President Quinlan spoke feelingly of the assistance 
the auxiliary had rendered and hoped that they would 
always continue their good work. He paid tribute 
to the work of the business papers in bringing to the 
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Specially C“7cred, Pumps 





Where a Taber standard 
SUMP, sewage, centrifugal, or 
rotary pump cannot be used, a 
Taber specially engineered 
pump will meet the require- 
ments. 


Put your pump problem up to 
pump engineers. Write for 
Taber Data Sheet and Bulletins. 


TABER. PUMP CO. Est. /859 
Sump Pump 290 Elm St., Buffale, NM. Y. 
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Top row: The Daytona delegation—R. M. Cunningham, vice 

president, New Smyrna; Joseph Goldenberg, treasurer; G. C. 

Odum and Charles Gailer, president. Bottom row: Charles 

Koegal, Robert Engstrom, David Green and C. H. Woehlcke, 
all of Jacksonville 


master plumber information concerning merchandis- 
ing, new products, etc. In tracing the financial for- 
tunes of the association he spoke of the policy of 
economy which had been followed during the year, 
which alone had made possible the holding of the 
present convention. 

Reviewing the causes of failure in the retail field, 
he urged the men to practice merchandising, to study 
their costs, to improve their bookkeeping systems, to 
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join their association and to establish a firm collec- 
tion policy. 

An interesting paper on merchandising was read 
by Charles M. Chapman of Jacksonville. Mr. Chap- 
man traced some of the changes which have brought 
the need for merchandising into the industry, Feel- 
ing that there were some educational tasks which 
could not be accomplished by the individual, Mr. 
Chapman suggested that these matters be taken up 
by the association and a state-wide publicity and 
educational campaign inaugurated in order that the 
public might be informed as to the necessity for the 
correct installation of plumbing fixtures as a protec- 
tion to the health of the home. “Throw off the cloak 
of self and take on the mantle of service,” he said. 
“and realize that the only true benefits in both life 
and business are those in which all concerned are 
benefited.” 


Committees and Reports 


The following convention committees were ap- 
pointed by President Quinlan: Credentials: Lee Shef- 
field of St. Petersburg, Charles Fromberger of Day- 
tona and E. O. Grant of Dundee. Auditing: Joseph 
Goldenberg of Daytona, Joseph Hersmer of St. Pet- 
ersburg and James Quinn of Miami. Budget: W. E. 
McAndrew of Tampa, F. Fanning of Winter Park 
and Charles M. Chapman of Jacksonville. 

Resolutions committee: F. Moss of Miami, W. 
Mann of Orlando and F. Fanning of Winter Park. 
Nominating: James Quinn of Miami, Joseph Golden- 
berg of Daytona and D. Green of Jacksonville. Memo- 
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A good repair job brings double satisfaction to your customer. A’ 
noisy ballcock, for instance, causes much annoyance. 
called in to replace it, the customer is happy that the noise has stopped 
and glad that you did the trick. He makes a comparison not always 
possible in new work—and he feels friendly toward you. 

The best way to keep up that good feeling is to install an M-VB 
Replacement Ballcock No. 1. It not only does the trick but keeps on 
operating “‘Quiet as a Mouse.”’ 
customers are a good kind to have. 


See your wholesaler about M-VB Replacement Ballcock No. 1. 
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rial: W. A. Mann of Winter Haven, R. M. Cunning- 
ham of New Smyrna and Joseph Hersmer of St. 
Petersburg. 

The committee on the selection of convention city 
included T. P. Bardon of St. Petersburg, F. Gates 
of Manatel and J. Fromberger of Daytona. C. B. 
Perkins of Lakeland and Joseph Hersner of St. 
Petersburg made up the committee on lien laws. 

The credentials committee reported that, while 
business conditions had changed the situation con- 
siderably in Florida, yet the convention could report 
one hundred and fifty in attendance. The district 
vice presidents, reporting on-conditions in their dis- 
tricts, look forward to a better year. 

The resolution concerning the permanent office, 
submitted by the national body to each state for its 
vote, was voted down, However, the association 
went on record with reference to location, it being 
the sense of the meeting that if such a permanent 


office were to be established, Washington, D. C.,, | 


would be the proper city. 

The memorial committee's report was received and 
letters of condolence sent to the family of W. A 
Jochim of Tampa, of Rev. F. A. Perkins, father of 
C. B. Perkins of Lakeland, and of B. W. Fanning, 
Winter Park, father of Foster Fanning. 

The auditing committee’s report was accepted as 
read, and, in accordance with a recommendation made 
by President Quinlan in his report, the sum of two 
hundred dollars is to be turned over to the Florida 
auxiliary for such use as the auxiliary sees fit. In 
connection with finances, a budget system was pre- 
sented and referred to the budget committee to be 
studied. Bradenton was .selected as the next con- 
vention city. 


The following men were elected as delegates to | 


the national convention to be held in Buffalo: R. Ellis 
of Winter Haven, F. Quinlan of St. Petersburg, H. 
Pepper of Jacksonville, R. Engstrom of Jackson- 








ville, J. Quinn of Miami, C. Koegal of Jacksonville, | 


C. B. Perkins of Lakeland, F. Fanning of Winter 
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Top row: T. P. Bardon of St. Petersburg, W. F. Mann of 
Orlando, C. C. Morgan of Orlando, William S. Rummel, Mine- 
ola Supply Co., Orlando, R. C. Ellis, Winter Haven. Bottom 
row: Miami delegation—Roy Martin, James Quinn, T. P. Moss, 
Mrs. Louis Gegan, L. Gegan, president of Miami association: 
Mrs. Roy Martin and H. Sanborn 
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NSTANT approval!—instant acceptance!—from job- 

‘rand consumers alike! Corcoran Cabinets are 
right—more than right—they mect the demand for 
modern bathroom equipment. Sales indicate that they 
have “gone over’ —-passed the most critical examination 
Complete stocks now carried at Corcoran offices at 
1820 McCormick Bldg., Chicago; 1228 Locust St., 
Philadelphia; 11 West 42nd Street, New York; and 
Beaudette & Graham Company, 915 Boylston St., 
Boston, Mass. 


If you haven't seen the line—-write today for descriptive 
catalogue. 


6 Points of 
SUPERIORITY 


Cabinet body and flange 
drawn from one continuous 
piece of steel 





Round corners inside and 
outside harmonize with all 
bathroom fixtures. 





6“ (‘omtinuous piano type bras: 
hinge will not sag or warp 





Bulb edge glass shelves 
cannot slip forward 





‘ Improved door catch <— 
press button—door swings 
‘ open instantly. 











Special pad prevents mirror 
breakage. 





Corcoran Cabinets are sold 


Write for Catalog. through Jobbers only. 


THE CORCORAN MFG. COMPANY 
NORWOOD . . CINCINNATI, OHIO 


Corcoran Mfg. Co., Dept. DE-6 
Gentlemen: 

We are interested in Corcoran One Piece Steel Bathroom Cabinets. 

Kindly send catalogue and full details. 
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The Float that Stops the Leak 


TRIPLE SEAL FLOAT 


Here is a new design, a new principle, in tank balls, 
the Triple Seal Float. Made of purest rubber, it 
a as the result of the water pressure in the 


The remarkable flexibility of the Triple Seal Float 
positively assures the stopping of any leakage due 
to scale, slime or sediment forming on the seat. 


Exhaustive tests, made under all conditions likely 
to be encountered in service, have failed to turn up 
a single fault in the Triple Seal Float construction. 


Order it from your jobber or write us direct. 


Golden State Rubber Mills 
1920 E. Vernon Avenue Los Angeles, Calif. 
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everywhere 





Au!lomatic stream con- 
trol, a distinctive Hal- 
sey Taylor feature — 
water never too high, 
never too low —practt- 
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Write for catalog 

Builders find Halsey Taylor Drink- 
ing Fountains preferable for many 
reasons. Even if the standard Halsey 
Taylor features were not incor- 
porated in every model in the line, 
one factor would still appeal— 
variety of design. To suit any need 
—wall, battery, pedestal or recess 
types—with all their superior ad- 
vantages without extra cost—that's 
the Halsey Taylor line! 
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| Park, W. E. McAndrew of Tampa and F. W. Gates 
| of Manatel. 


\t the end of the first day’s meetings, the members 
and guests assembled in front of the headquarters 
hotel where cars took them to a fish fry. Later in 


the evening the whole party returned to the head 
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Top row: R. M. Canningham, Mrs. R. M. Cunningham and RK. 

Cunningham, all of New Smyrna. Middle row: James Quinn 

of Miami, Claude Langford of Crest Mfg. Co., Mrs. and Mr. 

Joseph Goldenberg of Daytona. Bottom row: Lee Phillips of 

Lakeland, Mrs. Frank Williams of Tampa, Frank Williams, 
district vice president, Tampa 


quarters hotel for an old-fashioned house party. 

The feature of the second evening was, of course, 
the annual banquet and dance. At this banquet the 
new president, C. B. Perkins, Mrs. W. E. McAndrew, 
National Director Dosher, W. E. McAndrew, an ex- 
national director, spoke, among others. 

® 

' Discuss Credit Conditions in Boston 

On Tuesday evening, May 7, a meeting was held by 
wholesalers of heating materials and heating contractors 
of Boston. Approximately 60 persons gathered at the 
Boston Engineers’ Club and partook of the hospitality 
of the group of manufacturers and wholesalers. Fol 
lowing an excellent dinner, John Slattery, manager, Bos- 
ton branch of Crane Co., called upon Thomas O’Cal 
laghan, president of the Heating and Piping Contractors 
Boston Association, Inc., and W. H. Oleson, manager o! 
that body, to explain the purpose of the meeting other 
than social contact. 

Their talks emphasized the deplorable credit condi 
tions now existing in Boston, and stressed the necessits 
for the taking of some co-operative measures to remedy 
these conditions. Herbert A. Snow of Buerkel & Co., 
past president of the Boston association, was asked to tell 
of the activities of the Boston Building Congress in rela- 
tion to the curbing of unfair and unsound credit practices 
which have grown up in the building industry. Mr. 
Snow, referring to a statement of conditions drawn up 
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hy the congress, which was furnished to each man pres- 
ent, gave a brief resume of the congress and the study of 
the Biddle plan, and he mentioned the fact that a steer- 
ing committee of that organization is now engaged in 
efforts to acquaint all branches of the building trades 
with this progressive credit plan. 

Frank W. Howard, vice president of the Heating and 
Piping Contractors National Association; Frank Merrill, 
past national president; John Downey; Joseph J. Gilles- 
pie, past president of the Massachusetts State Associa- 
tion of Master Plumbers; George Elliott, manager, Bos- 
ton branch of Walworth Co.; Leon Graves, manager, 
American Radiator Co., Boston branch, and E. F. Butler, 
secretary of the Sanitary Research Bureau, spoke briefly 
about present conditions. The feature speech was made 
by Harry Starr, head of the William H. Gallison Co. 

Mr. Starr, who is active in the Sanitary Research 
Sureau and in the Wholesale Trades Credit Bureau, 
and who has made a keen study of credits for the past 
several years, delivered a searching analysis of credits 
in general, and of those in the plumbing and heating 
trades in Boston particularly. He detailed what has been 
accomplished by the latter organization, and what is 
being attempted by the former, stating that the exchange 
of information which had been a feature of the credit 
hureau had proved of little value, and commented on 
the fact that the research bureau was attempting cor- 
rective measures rather than the dissemination of infor- 
mation. His remarks elicited numerous comments from 
those present, and provoked a spirited discussion. Sev- 
eral contractors were of the opinion that a fact-finding 
commission, with members of the various divisions rep- 
resented thereon, should be appointed, and this view was 
seconded by the wholesalers present. 

As a result, a motion was passed providing for the 
appointment of three contractors, with a request to the 
Boston Master Plumbers Association that it appoint a 
similar number of men, who will meet with one boiler 
manufacturer, one wholesaler of heating materials and 
one purveyor of plumbing goods. 

This committee is to be permanent, and it is expected 
that the men most familiar with credit conditions will 
be appointed by the five interests involved. The meet- 
ing closed with a warning by Mr. Starr, who urged the 
selection of men well qualified to formulate definite 
credit terms, and who are willing to devote a great deal 
of time and attention to the subject. 

3efore the formal adjournment, Mr. Oleson, speaking 
tor the contractors present, expressed the gratitude of 
the guests toward the wholesaler-hosts. 

o 
Champaign-Urbana Asscciation Holds 
Special Meeting 

The Plumbing and Heating Merchants Association of 
Champaign-Urbana, IIl., recently held a special meeting 
at the Champaign High School auditorium, where a mo- 
tion picture was shown by Frank Gaylord, division man- 
ager of the Hoffman Specialty Co. The program was 
arranged by C. D. Brownell of Champaign, chairman of 
research committee of the Illinois Master Plumbers As- 
sociation. In attendance at the meeting were members 
of the association, of the Danville association, and stu- 
dents from the engineering and architectural depart- 
ments of the University of Illinois. 
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Ask your jobber to show you the Warnock Triple 
Wear Wrench. Notice how it is built to grip even the 
smoothest face pipes without marring them. Also | 
notice that the strap is triple folded at the point of | 
greatest stress. 

Write for our catalog showing sizes and prices. 


WARNOCK MFG. CO., Worcester, Mass. 














UNCONDITIONALLY GUARANTEED 
PNEUMATIC—STORAGE— SPECIAL 


STEEL 
TANKS 





»ARROW > 
TRADE MARK 
THE NOVELTY STEAM BOILER WORKS COMPANY 


BLACK OR GALVANIZED 


Clare and Kioman Streets Baitimore, Maryland 











The 
Pipe Master 








Write to us for our complete 
catalog showing the many fine 
features of the Pipe Master. 
This catalog will show you how 
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time saving equipment. It also 
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garding our FREE trial offer- 
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For the month of June, the suggested topics 
for study by the women’s auxiliaries are: 
“Swimming pools and bathing beaches—sanitary 
precautions—are dressing rooms adequate—need 
for swimming pools in certain cities.” These 
programs were worked out by the opportunity 
committee of the auxiliary, Mrs. E. D. Horn- 
brook, president of the national auxiliary, and 
by the Plumbing and Heating Industries Bu- 
reau. The sanitation of bathing beaches is an 
appropriate topic for the month of June, and 
the Oakland County (Mich.) auxiliary is plan- 
ning to investigate conditions at the beaches 
in the many lakes m that county. Some 
auxiliaries are not so fortunate as to be near 
beaches, but many will have swimming pools in 
their towns to mspect. 


—m oo ———— ——t a es 


District Auxiliary Meets for First Time 


Mrs. Bertha U. Stacy, secretary of the recently organ- 


ized Women’s Auxiliary to the District of Columbia Master 


Plumbers Association, reports that on May 1 at eight 
o'clock, the first meeting was held, with twenty-two mem- 
bers enrolled, and all dues paid for one year. A great 
deal of interest has been created, and it is felt that a 









very satisfactory beginning has been made. The women 
are enthusiastic boosters for the auxiliary, and are look- 
ing forward to a substantial increase in membership at 
the next meeting. At present, the principal interest of 
the auxiliary is an active campaign for increased enroll- 
ment, 


Cleveland Auxiliary Holds Meeting 

The Cleveland Women’s Auxiliary recently held a meet- 
ing at the Oak Pythian Temple, East 105th street. After 
the business meeting cards were played, and Mrs. Webb 
and Mrs. Patmos carried off the honors. Later a delicious 
luncheon was served. Mrs. G. Sullivan was hostess at 
this meeting which was much enjoyed by all present. A 
luncheon bridge party was arranged for May 21 to be 
held at Regnatz’s. The ladies are planning to have a 
large delegation attend the convention of the national 
auxiliary to be held in Buffalo. 


Florida Auxiliary Holds Fifth Convention 


ation of Master Plumbers and Heating Dealers, Inc., 
held its fifth annual convention at Daytona Beach on 
May 6 and 7. The ladies were guests at the association’s 
convention at the opening session, Monday morning. 
Second National Vice President Mrs. W. E. McAndrew, of 
Tampa, Mrs. Foster R. Fanning, recording secretary of 
the national auxiliary, of Winter Park, and Mrs. R. E. 
Martin, state president, of Miami, were called upon to 
address this gathering, as were the presidents or repre- 
sentatives of each local auxiliary. 

The first session of the auxiliary convention opened at 
2:30 Monday afternoon, May 6, at the Seaside Inn, Mrs. 
R. E. Martin, state president, presiding. Following a 
prayer and the singing of ‘“‘America,’’ Mrs. V. C. Grant, 
in behalf of the Halifax Aux- 
iliary at Daytona Beach, gave 
an address of welcome, which 


- WOMEN’S Auxiliary to the Florida State Associ- 





was responded to by Mrs. 
L.. R. Sheffield of St. Peters- 
burg. Interesting talks were 
given by National Director 
W. R. Dosher of Wilmington, 
N. C., and Past National Di- 
rector W. E. McAndrew of 
Tampa. Greetings were ex- 
tended to the auxiliary by 
representatives from the trade 
papers. 

Mrs. W. E. McAndrew, sec- 
ond national vice president, 
gave a splendid talk, fol- 
lowed by a fine report of the 
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Mrs. W. EK. MeAndrew 


last national convention by Mrs. F. R. Fanning, the na- 
tional recording secretary. These two women are tireless 
workers in the local, state and national auxiliary affairs, 
advancing the better things for which the auxiliary organ- 
izations stand. Both have done outstanding work. Mrs. 
McAndrew organized the first local auxiliary in Florida, 
and much credit is due her for the foundation and growth 
of the present fine state auxiliary. 

“Sanitation’’ was a subject on which Dr. Chandler, 
city’ physician, gave a well prepared talk. 

The excellent report of the state president, Mrs. Mar- 
tin, was enthusiastically received, in a way which unmis- 
takably expressed the deep appreciation felt for her 
work and for her devotion and loyalty during the hard 
days of adverse business conditions that Florida has passed 
through. 

The session moved along in an inspiring way as reports, 
minutes and other business were disposed of. The hos- 
tess auxiliary presented flowers to the two national offi 
cers, and to their own local president. To the state pres- 
ident they gave a box of lovely hand-made hankerchiefs. 

The treasurer’s report was given by Mrs. Charles Koe- 
gel of Jacksonville, and the scholarship report by Mrs 
lL. R. Sheffield, of St. Petersburg. Mrs. L. Gegen of 
Miami reported on the opportunity committee, and Mrs 
J. Pitt Simpson of Ft. Lauderdale, gave a report on his- 
tory, during the sessions which were held both morning 
and afternoon on Tuesday. 

Mrs. L. R. Sheffield of St. Petersburg, was chosen to 
serve as president for the coming year, at the election of 
Officers. Mrs. J. Pitt Simpson of Ft. Lauderdale, is first 
vice president, Mrs. V. C. Grant of Daytona Beach, second 


vice president, Mrs. Henry Griggs of Bradenton, third vice 
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president, Mrs. L. Gegen, of Miami, recording secretary, 
Mrs. Charles Koegel of Jacksonville, treasurer, Mrs. 
Frank Williams of Tampa, historian. The new president 
selected Mrs. C. M. Hancock of St. Petersburg, to act as 
corresponding secretary. 

Two hundred dollars were donated to the auxiliary by 
the state association of master plumbers. A vote of ap- 
preciation was given the hostess auxiliary for its hospi- 
tality. Mrs. Joseph Goldenberg, president of the local 
auxiliary, was chairman of the convention committee. 

A sunset fish fry was given on Monday at the Ponce 
de Leon Inlet, which was followed by an old-fashioned 
house party held at the Seaside Inn. During the evening, 
moving pictures were shown by Fred M. Quinlan, retiring 
president of the state master plumbers’ association. These 
were pictures taken at the last convention, and during 
the year. The next convention is to be held in Bradenton. 

A banquet supper was served on Tuesday night in the 
Atlantic Restaurant at the pier entrance. A fine musical 
program was given during the banquet, and was followed 
by dancing. An outstanding attraction all through the 


convention was the flower decorations—a profusion of 
gladioli. 
Oakland County Auxiliary to Study 
Sanitation of Beaches 
The Women’s Auxiliary of Oakland County, Mich., 


recently held two business meetings. On May 1 a pot-luck 
luncheon, followed by a business meeting, was held at the 
home of one of the members. The auxiliary is interested 
in the educational program suggested by the Plumbing 
and Heating Industries’ Bureau. The first subject to be 
taken up will be that of sanitation of the public beaches 
in the county. Oakland County is known as the ‘County 
of a Thousand Lakes,’’ and the next meeting will be held 
at one of the largest lakes, which will be appropriate 
for the subject under consideration. 


Kansas City Auxiliary Plans Social Affairs 
The Women’s Auxiliary of Kansas City, Mo., met May 
9 at the beautiful new home of Mrs. J. C. Friel. Those 
assisting the hostess were: Mrs. C. Ekstrom, Mrs. Wil- 
liam Knox, Mrs. Glover Beanland, Mrs. R. Farley, and 
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Top row: Miss Betty Frank, Miss Mamie Tierney, Miss Kath- 
erine Tierney and Miss Viola Larned, all of Schenectady, N. Y. 
Bottom row: Mrs. George Ochs, of New York City, Mrs. An- 








thony Platt of Bronx, Mrs. Arthur Fuchs of White Plains 

and Mrs. A. H. Karl of Mt. Vernon. Photos taken at the 

recent convention of the New York State Association of 
Master Plumbers 
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DISTINCTION! 


The New NEVER-SPLIT 
White Seats Provide It 
For Any Installation 


No matter what shape or size of bowl you 
have to equip, there is a correct NEVER- 
SPLIT White Seat for you to supply. Regular 
bowls, extended lip bowls, raised lip bowls 
all are provided for. 


Many coats of sprayed celluloid are applied 
on a genuine NEVER-SPLIT wood seat, which 
is made only with the Hidden Screw Con- 
struction. [his construction eliminates any 
possibility of trouble with splitting or open 
joints, thereby insuring a smooth white finish 
that is good for a lifetime. 


Fittings are correspondingly excellent. 
Crodon Plated or White Hinges can be fur- 
nished if specified. 


Can be easily cleaned with hot or cold 
water and soap without injuring the finish. 
Guaranteed not to split, crack, peel or discolor. 


Sold exclusively through jobbers 
of plumbing supplies 


NEVER-SPLIT SEAT CO. 


Founded 1905 
Dept. 26, Evansville, Ind., U.S. A. 


LARGEST MANUFACTURERS OF TOILET SEATS IN THE WORLD 
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Indestructible 


as this famous statue! 


The Statue of Liberty was intended to last 
forever and so it was fashioned in indestruc- 
tible copper! For over forty years it has 
withstood the elements without the slightest 
disintegration, for nothing affects copper! 


Patterson Indestructo Hot Water Heaters 
are also made to wear indefinitely and so 
they are 


COPPER LINED 


For over 20 years these Heaters have been 
in service without one ever wearing out. 
Patterson Indestructo Hot Water Service and 
Storage Heaters have an outer shell of steel 
and an inner lining of copper. Water comes 
in contact only with this copper lining. 
As copper can’t rust or corrode, the hot 
water must always be clean. We guarantee these Heaters to 
prevent discoloration of water from rust. 

Patterson Indestructo Heaters give all the hot water you want 
at the temperature you want it. 


Catalog and prices will be sent upon request. 


THE PATTERSON-KELLEY CO. 
106 East 40th St. New York City 


: Indestructo 
= Copper Lined 
Hot Water Heater 




















ADJ USTABLE 
SHOWER-STALL DOORS 
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Pat. Oct. 21, 1926 
We furnish Shower-Stall Doors, Bath-tub 
Shields and Partitions in standard sizes 
or make them according to specifications. 
IMustrated booklet will be forwarded upon request 


G. M. KETCHAM MANUFACTURING CORP. 
83 Washington St. +. Brooklyn, N. Y. 
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Mrs. H. Pardee. After lun, uD, Mrs. Ira Henderson, 


president of the auxiliary, Geared the meeting to order. 


and many interesting subjects were discussed, and reports 
from committee chairmen were given. Mrs. Ira Hender- 
son and Mrs. William Dunlap were elected delegates to 
the convention of the Women’s Auxiliary to the Nationa] 
Association of Master Plumbers, to be held in Buffalo. 
After the business meeting had been adjourned, a game 
was introduced by Mrs. Earl Page, and enjoyed by all 
present. The ways and means committee has arranged a 
social program for each month of the year, the first 
event being a dinner given May 11, at the Women’s 
Benefit Club. 


Salt Lake City Auxiliary Plans Essay Contest 

One hundred. seventy-five representatives of the plumb. 
ing and heating industry attended the dancing party 
given by the Ladies’ Auxiliary of the Salt Lake City Asso- 
ciation of Sanitary and Heating Engineers on May 3, 
Light refreshments were served. 

Plans for the essay contest in the city high schools are 
progressing satisfactorily, according to Mrs. Robert Sned- 
den, president of the auxiliary. Tentative plans call for 
fifty dollars in prizes to be awarded each of the four high 
schools for the best essays on “Sanitation in the Home.” 
It is also probable that the best essay will be read over 
the radio. 


Detroit Auxiliary Holds Interesting Meeting 

The Detroit Women’s Auxiliary held its monthly busi- 
ness meeting on Tuesday, May 7. There was a good at- 
tendance. In addition to the regular program, Clarence 
Harvey, of A. Harvey’s Sons’ Mfg. Co., gave a very inter- 
esting and encouraging talk, in which he suggested many 
ways in which the members of the women’s auxiliary 
could help their husbands and brothers in the plumbing 
business. It was decided to take up the work proposed 
by the Plumbing and Heating Industries Bureau for each 
month. All the ladies are looking forward to the con- 
vention of the Women’s Auxiliary to the National Asso- 

















Top picture, back row: Mrs. V. C. Kennard and Mrs. Kt. E. 
Miller of Roanoke. Front row: Miss M. Shelton of Roanvke, 
Mrs. H. H. MacKenzie of Winston-Salem, N. C., and Miss F- 
Anderson of Roanoke. Bottom picture: Miss M,. C. Burgess 
of Lynchburg, Miss V. Wheat of Charlottesville, Mrs. \. -- 
Lacy of Charlottesville. Photos taken at the convention of 
the Virginia Associated Plumbing and Heating Contractors 
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Left to right: Mrs. William Schonhofen, vice president of the 
Detroit auxiliary; Mrs. Hazel Nawrot, president of Detroit 
auxiliary; Mrs. Beth Collard, recording secretary of Detroit 
auxiliary; Mrs. Frank E. Stuart, wife of the state field secre- 
tary; Mrs. Margaret Mesnard of Detroit, new president of 
Michigan state auxiliary; Mrs. Helen Konkel of Detroit. 
Photos taken at the recent convention of the Women’s Aux- 
iliary to the Michigan State Association of Plumbing and 
‘ Heating Dealers 


ciation of Master Plumbers. As this convention will be 
held in Buffalo, and consequently will be so near to De- 
troit, many of the Detroit auxiliary members are plan- 
ning to attend. 


LaCrosse Auxiliary Holds Meeting 


The Woman’s Auxiliary of the Master Plumbers’ Asso- 
ciation of LaCrosse, Wis., met at their hall on April 11. 
The meeting was called to order at 8 o’clock. After the 
meeting, the men joined the ladies, and luncheon was 
served by Mrs. N. Hengel and Mrs. P. J. Iverson. Later 
in the evening, five hundred was played, with the honors 
going to Mr. and Mrs. Otto Ratz and Mr. and Mrs. John 
Hengel. 


Pasadena Auxiliary Has Active Season 

The Women’s Auxiliary of Pasadena, Calif., has been 
having an active season. A luncheon is given every month, 
and a dinner is also given monthly. The first ‘‘pot luck’’ 
dinner was held at the home of the president, and it was 
a great success. Since then the dinners have been held 
at the auxiliary’s hall, and the luncheons have been at the 
homes. Last month the Pasadena auxiliary entertained 
thirty ladies from Los Angeles and Long Beach. The 
auxiliary is also active in charitable work. The officers 
for this year are: President, Mrs. W. H. Swihart; vice 
president, Mrs. C. W. Chapman; secretary-treasurer, Mrs. 
A. C. Hanson, and sergeant-at-arms, Mrs. T. G. Graham. 


North Shore Auxiliary Meets 


The Woman’s Auxiliary to the North Shore Sanitary 
Kngineers’ Association met on Friday, May 17, at the 
residence of Mrs. F. O. Nelsen in Wilmette, with twelve 
members answering the roll call. Mrs. George B. Swift, 
vice president, presided in the absence of the president. 
An expression of sympathy was sent to Mrs. Fred. Luettig 
owing to the death of her husband. After business had 
been disposed of, cards were played and honors went to 
Mrs. N. Merganthaler, Mrs. M. Jacobson, Mrs. S. Steffens 
and Mrs. H. Hagen. Delicious refreshments were served 
and all those present expressed their pleasure at having 
spent such a delightful evening. 


Kalamazoo Auxiliary Plans Picnic 
The Women’s Auxiliary of Kalamazoo, Mich., held a 
meeting and dinner on Monday, May 13, at the Columbia 
Hotel. Seven members were present. Mrs. W. A. John- 
son, president, discussed several matters of importance 
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Encircling the Bullard 
Roof Flashing is a lead 
collar for caulking that 
insures against the pos- 
sibility of a leak at the 
top opening where the 
soil pipe passes through. 
The Bullard Specialty 
Company, Tiffin, Ohio. 





BULLARD 
ROOF FLASHINGS 





WADE 








To use Wade backwater valves is to save 
money. There are valves of all types for all 
installations. 


You will find it worth your while to read 
our catalogue. 


WADE IRON SANITARY MFG. CO. 
1717-21 Canal Street 





Chicago, Illinois 


A Real Relief Valve 
Alii acliely 


The only relief valve with an external phos- 
phor bronze spring. Can be adjusted at any 
pressure required on the job; when maximum 
pressure adjustment is reached, you will hear 
the Nelson Relief Valve click. 




















ESTABLISHED 1894 


THE STACK HEATER COMPANY | 


BALL COCKS PELIEF VA es 
Ask your momecrnarens, STACK noise Cis 
e GAS WATER HEATERS aw NONGBIPAS VA tS 
jobber HLAT INTE RCHANGERS = ~~ STEAM WATER Mixes 
HOT WATER GENERATORS SROBWETS PRESSURE PL OUCING VALVES 
or 
TWO HUNDRED AND FIFTY STUART GTeEerT 
. 
write us. B@STON 


2867 














[ATOR 
HANGER 


Up goes the radiator—away from the 
floor—when E-Z Radiator Hangers are 
used. Cleaner!—dust and germs can't find lodg- 
ment behind radiator. No obstruction of any 
kind back of radiator. Same hanger suitable for 
wall and tube type radiator. No need for accu- 
rate measurements of anchor bolts. Height and nonin. 
lateral variations taken care of. Hanger out of "Style “CO” 
sight. Adapted to any wall material. Recom- a 
mended by architects and contractors. In wide Meni of 
use in all types of buildings. Write for 








particulars. 


Healy-Ruff Company "5, "pn Mien 
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100% Simplicity 


Look at the illustra- 
tions. They show plain- 
ly the remarkable 
simplicity of the John- 
son Red Ring Gas 
Lighter. Positive action, 
fullest safety, least pos- 
sible difficulty. 











Ask your jobber about 
them. Order a carton 
for display. 





Raising RED RING to 
hook on wall plate up- 
| stairs, lights heater in’ Johnson Mfg. Company 
. basement. Dropping 


RED RING shuts off 10226 Woodward Ave. 
gas. POSITIVE Mich 
ACTION. Detroit, . 











All Lead-Copper-Galvanized Iron 








SIMPLEX AND JUNIOR 
| FLASHINGS FOR EVERY 

: ROOF CAN BE HAD IN 
; EACH OF THE ABOVE 
METALS. 


Write for prices and full in- 
i formation on the easily in 
stalled, durable SIMPLEX 
and JUNIOR Flashings. 





SIMPLEX MFG. CO. 
2644 N. Ashland Avenue 
Chicago, Illinois 














IDEAL DRAINAGE PUMPS 
and BASEMENT DRAINERS 


| $65 00 sere be iT 
Capacity 3000 to 3500 Gallons 


Per Hour 


Further Particulars Furnished 
Upon Request 


IDEAL PUMP COMPANY 

















DART 
UNIONS 


There is no excuse for a leaky 
union. Not as long as Dart 
Unions have two bronze seats 






which never corrode. 


Try a Dart on your next job. 


Ask your jobber to supply you 


E. M. DART MFG. CO. 
Providence, R. I. 
The Fairbanks Company, Sales Agents 


Canadian Factory, Dart Union Co., 
Limited, Toronto, Canada 




















for the good of the auxiliary, especally stressing the im- 
portance of co-operation with the various women’s clubs 
of the city, and the need of increasing the membership 
in order to accomplish bigger things. The annual May 
outing for the children was to be held at one of Kala- 
mazoo’s most beautiful parks, and arrangements for this 
affair were discussed. The auxiliary expressed its sym- 
pathy to Mrs. Peter Schuur whose little daughter, Con- 
stance, was recently injured by an automobile. The past 
president, Mrs. J. C. Wall, is still confined to her home 
because of illness. 


Cincinnati Auxiliary Announces Committees 


The Cincinnati Ladies’ Auxiliary met at the master 
plumbers’ headquarters, Twelfth and Walnut streets, on 
Tuesday, May 7, at 2 p. m. The officers for the ensuing 
year include: Mrs. M. R. Manley, president; Mrs. Andrew 
Murphy, vice president; Mrs. George Biedenbach, secre- 
tary; Mrs. Victor Wegelin, treasurer. The board of direc- 
tors comprises: Miss Alma C. Niesen, Mrs. John Doherty, 
and Mrs, Arthur Schaiblein. The entertainment commit- 
tee is composed of Mrs. Andrew Murphy, chairman, Mrs. 
George Doench, Mrs. George Young and Mrs. Robert 
Carroll. Mrs. Victor Wegelin and Mrs. Charles Laile will 
compose the sick committee, and Miss Florence C. Man- 
ley will be publicity committee. Mrs. Murphy and her 
committee entertained the members with a card party and 


refreshments after the business meeting. 


Tampa Auxiliary Elects Officers 
The Women’s Auxiliary to the Tampa Master Plumbers 
held its regular monthly meeting on Monday night, May 
13. Very interesting accounts of the state convention’s 


activities were given by Mrs. Williams and Mrs. Mc- 
Andrew. As this was the last meeting of the fiscal year, 


officers were elected. Mrs. Frank Williams was selected 
as President, Mrs. D. O. McDonald, vice president, Mrs. 
James F. Scot, recording secretary, Mrs. W. E. McAndrew, 
treasurer and corresponding secretary, Mrs. Ben Shaw, 


historian. 


A gift, in appreciation of their co-operation during her 
year of office was given each of the members by Retiring 
President Mrs. George McGhan, Jr. The retiring officers 
were given a rising vote of thanks for their splendid 
work. Mrs. Dave Kennedy, formerly of Miami, but now 


_ living in Washington, D. C., was a guest of the evcning. 


The ‘meeting night of the ladies was also t:.- time of 


| meeting for the master plumbers, and after bo .. ...d ad- 
_ journed, refreshments were served. 


South Shore Auxiliary Entertains Milwaukee 
Ladies 


The Ladies Auxiliary of the Master Plumbers of tho 
South Shore Club of Racine, Wis., entertained the offic_rs 
and past officers of the Milwaukee Auxiliary at a luncheon 
bridge held at the Hotel Racine at 1:00 P. M. Monday, 
May 13. Covers were laid for thirty-two. Spring flowers 


| were used as decorations. Mrs, L. C. Pugh and Mrs. C. 
| Pelunek won honors in bridge, and Mrs. Wm. Schoenrock 
and Mrs. Charles Heffling, Jr., in five hundred. Those 


present were: Mesdames Schoenrock, Westphal, Peter 
Vogt, J. P. Hahn, Chas. Heffling, Jr.; H. C. Weber, L. 
Schuman, A. Waskow, A. J. Maag, J. Brah, C. Pelunek, 


_E. Friend, R. G. Wenzel, Dittmer, W. Dusold and Schmaus 
of Milwaukee; Mrs. T. Jensen of Kenosha; V’.. Robb and 


J. Neary of South Milwaukee; Mesdames A. Brunk, F. 
DeLonge, J. Feiner, J. Murphy, O. Beetcher, L. Schoen- 
leben, H. Smith, L. Norup, J. Dale, A. Sanderhoff and L. 


| C. Pugh of Racine. 
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New Business “Ventures 


Westfield, N. J.—R. L. Wahl and associates have or- 
ganized and incorporated the firm of R. L. Wahl, Inc., 
with a capital of $10,000, to operate a plumbing contract- 
ing business. 

Chicago, Iil.—The Clinton Plumbing Co., 9 South Clin- 
ton street, of which Frank N. Mills is proprietor, was 
recently incorporated. Mr. Mills has had over thirty 
years’ experience in the plumbing industry, and for the 
past 15 years has been superintendent and vice president 
of the Murphy Plumbing Co. 

Milwaukee, Wis.—Dobner-Randall, Inc., has been or- 
ganized to conduct a general plumbing and heating busi- 
ness. The firm is capitalized at $10,000, divided into 100 
shares at $100 each. Edwin B. Dobson, Ralph B. Randall 
and William Esser are the incorporators. 

Corning, Iowa.— Dean Rogers moved recently from Red 
Oak, and has opened a plumbing business in the Thomp- 
son building. 

Schenectady, N. ¥.—The McLaren Plumbing Co. has 
been incorporated. A plumbing contracting and engineer- 
ing business will be established. The firm is represented 
by J. C. Cooper, Schenectady. 

Columbia, S. C.—B. L. McFarland, who has for the past 
ten years been connected with the Ideal Plumbing Co., has 
gone into business for himself in New Brookland. 

Salt Lake City, Utah.—A master plumber’s license has 
been issued to J. M. Erskine, 932 West Second South. 

Seattle, Wash.—The Ballard Plumbing & Heating Co. 
has engaged in business at 5404 Twentieth street, under 
the management of James McCormick. 

Shelton, Wash.—D. H. Beamer and R. K. Boren of 
Seattle have opened a new plumbing and heating shop 
in the Moose Temple, known-as the Model Plumbing and 
Heating Co. 

Hartford, Wis.—Schauer Bros., Inc., have been or- 
ganized to operate a retail plumbing and heating estab- 
lishment. The firm is capitalized at $25,000 divided into 
250 shares at $100 each. August F. Schauer, Edward C. 
Schauer, and Harold K. Schauer are the incorporators. 

Lakewood, N. J.—The United Plumbing and Heating 
Service Corp. has been incorporated with a capital of 
$50,000. It is planned to establish a plumbing and heat- 
ing contracting and engineering business. The new con- 





















Left to right: Gale and Glen Stock- 
ing (five-year-old twin children of 
Mr. and Mrs. Guy Stocking, of Den- 
ver), who entertained guests by 
clog-danecing; Mayor Ben F. Stapleton, Frank Zink, chief 
plumbing inspector, both of Denver, Carl A. Jaenson, vice 
president of Denver association. Photos taken at the con- 
vention of the Colorado Society of Sanitary and Heating 
Engineers 
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FLAT STEEL SEWER RODS . 
Spear Powt and Automatic Grip Haadle 


vE COLEMAN PATENTS 
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Coleman's 


Complete your plumbing equip- 
ment with a Coleman Flat Steel 
Sewer Rod and Coleman Pipe 
Auger. 


With these, you can positively 


remove all stoppages from any 
sewer or drain. 


Ask your jobber to show you these 
Coleman easy working tools that 
will save you many dollars in time. 
They will serve he years. 


Alan J. Coleman 


208 N. Wabash Ave. 


ICHICAGO, ILL. 





Flexible Coil 
Wire Sewer 
and Pipe 
Auger with 
an automatic 
grip handle. 




















MODERN! 





HOOSIER WATER 
SYSTEMS 
OOSIER Water Serv- 


ices embody all of 
the latest mechanical im- 
provements that 
make for complete 
satisfaction and 
convenience to the 
user. Silent... 
economical to oper- 
ate... has rub- 
ber- mounted  re- 
frigerator type 
iia i 
type belt that re- 
quires no idlers... 
protected INSIDE and 
OUT with the famous 
GalVAZink rust proof 
coating. Write for details 
no obligation of 
course! 


FLINT & WALLING MFG. CO. 
76 OAK STREET, KENDALLVILLE, IND. 
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GALVAZINK PUMPS 
HOOSIER PUMPS 


Se HOOSIER CYLINDERS 
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FLOOR 


SIGNET pram 


Signet Floor Drains require the least 
installation effort. They are positive, 
automatic in operation and are guaran- 
teed against 
all defects in 
workmanship 
and metals. 
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Crampton-Fariey 
Brass Co. 
Kansas City, Mo. 

















Air-Tight Steel Tank Co. 


PITTSBURGH, PA. 


TANKS 





TANKS FOR: High pressure gas and air storage— Pneumatic 


water systems—Gasoline and oi] storage—Oil burning equip- 
ment—Open top— Welded. ATSCO Genuine Copper Brazed 
tanks for high pressure—the tightest, safest, strongest tank it is 
possible to construct by any known process.A.S.M.E.code tanks 
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Years Will 
Never Affect 
Them 


The illustration will give 
you some idea of how 
neatly Overton Roof Flash- 
ings fit but youll never 
know how easy they are to 
work with and how much 
time they save, until 
you've tried one. Ask your 






~My 
— a 
wax 8S 


* 
~~) 


OVERTON jobber to let you see one. 
ROOF baits a | 
FLASHINGS BUTLER MFG. CO. 


Minneapolis Minnesota 

















[READING BRAND 


BRASS PIPE NIPPLES 
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You can secure Reading Brand Brass Pipe Nipples either 
in bulk or box. We suggest you stock up with a few 
boxes to save yourself time when emergency jobs come 
up. 


H. W. HUNT COMPANY 


READING, MASS. 
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cern is temporarily located at the law offices of James J. 
Myers, Newark, N. J. 

New York, N. Y.—G. A. and E. W. Webber have incor- 
porated the firm G. A. and E. W. Webber, Inc., with a 
capital of $30,000, to establish a heating and ventilating 
contracting and engineering business. J. C. Burrows, 40 
Rector street, represents the concern. 

Stevens Point, Wis.—The Sanitary Plumbing & Heat- 
ing Co. has engaged in business under the management 
of Peter Zei. 

Minetto, N. Y.—Edward T. Buske, has opened a plumb- 
ing, heating and sheet metal shop. 


Business i hanges 


Little Falls, Minn.—L. W. and M. H. Fossum, formerly 
of Thief River Falls, Minn., have taken possession of the 
Dumont plumbing shop, and opened for business, after 
the shop was thoroughly remodeled. 





Wichita, Kans.——Henry Stoffel has purchased a site in a 
industrial addition, where he expects to build a 
plumbing store immediately. 

Oregon City, Ore.—A. F. Bierman, of 421 Main street, 
has sold an interest in his plumbing, heating and tinning 
business to Ben L. Beard, and the name has been changed 
to Bierman & Beard. 


hew 





New York, N. Y.—Agostini Brothers moved recently to 
new quarters at 205 East Forty-second street. 

Traverse City, Mich.—Arms & Cole, 122 Cass street, 
have their plumbing and heating business 
under the same name, with a capital of $36,000. 
Mich.—Owing increased business, J. E. 
Doherty has taken over the entire first floor of the build 
ing in which now located, and will increase 
display space. 

White Plains, N. Y.—_-The Moreco Heating Co., heating 
contractors, is planning for an increase in its capital stock, 
to provide funds with which to carry out a contemplated 
program of expansion of facilities. 

Rochester, Minn._-The McAndrew & Maass Plumbing 
Co., of which Ernest Maass, Jr., is secretary, is planning 
erection of a 22x100 foot business building. 
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Top row: E. L. Salzer and A. R. Salzer, both of New Orleans; 
L. G. Kramer and Joseph Ellerbosch, both of New Orleans. 
Bottom row: A. Ragusin and F. P. Demoruelle, both of Biloxi, 
Sutton of Greenwood, Miss., and A. 8S. Rea of 
Meridian, Miss. Photos taken at the convention of the 
Louisiana-Mississippi Plumbing and Heating Dealers 
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New Trade Literature 


“101 Plumbing and Heating Tables”’ 

“101 Plumbing and Heating Tables’’ is the title of a 
book just published by Domestic Engineering Co. The 
hook comprises forty-eight pages, 8 by 11 inches, bound 
in a brown cloth cover lettered in gold. Hundreds of 
questions have been received during the last few years 
from plumbing and heating men in various parts of the 
country. This book comprises many of the tables, rules, 
charts, diagrams and other reference material which have 
been gathered together in answer to these questions. The 
latest recommended symbols for plumbing, both for fix- 
tures, exposed piping and drains; simplified practice rec- 
ommendations (from the Department of Commerce) for 
staple vitreous china plumbing fixtures; and a table of 
trade discounts for figuring double discounts or discounts 
in three terms, are also included. Among the standard 
tables and rules are: heating value of liquid fuels, 
strength of materials, standard pipe threads, friction of 
water in elbows, pressure of water at different elevations, 
capacities of reciprocating pumps, ete. The data con- 
tained in this book are made easily available by a three- 
page index in which all the tables are listed. This volume, 
in which so many useful data are contained, may be ob- 
tained for $1. 

‘**‘Pats on the Back’’ 

Hoffman Specialty Co., Inc., of Waterbury, Conn., has 
just issued a booklet called ‘‘Pats on the Back.’’ The 
booklet comprises fourteen pages devoted to reproductions 
of letters from satisfied users of the company’s heating 
system. Schools, churches, apartment buildings, stores, 
banks and homes are represented in the letters. The 
booklet is illustrated with photographs of buildings in 
which the system has been installed. 

Combination Float and Thermostatic Steam Traps 

Sarco Company, Inc., of New York City, is sending out 
a leaflet describing its combination float and thermostatic 
steam traps for steam pressures up to 10 Ib. per square 
These traps are designed for live drips, large heat- 
Two cross 


inch. 
ing units, vento stacks, hot water tanks, etc. 
section views, a table of capacities in lb. of water per 
hour at various pressure differences, and typical piping 
layouts are included in the folder. 

“The Better Way” 

“The Better Way” is the title of a booklet just issued 
by Reif-Rexoil, Inc., of Buffalo, N. Y. The booklet contains 
a number of illustrations showing homes in which irstal- 
lations of the company’s oil burner have been made. Illus- 
trations of each separate part of the burner and a tech- 
nical description are also given. 


Grates and Forced Draft Equipment 
Pyramid Iron Products Corp., of New York City, is dis- 
tributing a set of tables, specifications and blue print dia- 
grams for the concern’s grates and forced draft equip- 
ment. <A capacity table for steel fire box boilers, and a 
table showing sizes of stacks recommended for use in 
connection with the table of boiler sizes, are included. 


Circular of Allen-Bradley Co. 

Allen-Bradley Co., of Milwaukee, is distributing a cir- 
cular describing its across-the-line switch. The circular 
is illustrated with a number of pictures showing the 
company’s starter on ice machines, drill heads, etc. 


Catalog of Alamo Engine Co. 
Alamo Engine Co., of Hillsdale, Mich., has just issucd a 
catalog of its rotary power heads and home water sys- 
tems for deep wells. The distinctive features of the 


DOMESTIC ENGINEERING 17 


























PROGRESS 


and what it 


means in 
dollars 
and cents 


t 
Vo U. 


HE quarter century just passed has 
vastly altered our former estimates 


of an adequate standard of living. 
The up-to-date home of today is certainly 


a big improvement over the mansions of 
‘vay nineties.” 














Modern business, accustomed to initi- 
ate drastic changes, is in a mood favorable 
to far reaching projects of reconstruction 
and if the inspiring new architecture that 
is flowering in our commercial structures 
is to have its counterpart in our dwellings, 
an added stimulus is assured in the build- 
ing of middle-class and upper-class homes. 


The new building era at hand will bring 
forth more astonishing transformations 
than the last and into such an era of trans- 
formation, the Bryan Boiler fits admira- 
bly. New! Automatic Heat! Absolutely 
Modern! Economical! Efficient! . . . 
The Bryan Boiler offers the alert dealer 
an additional opportunity to cash in on 
the present trend of home building. 


Write us for complete information on 


this great boiler TODAY. 


Bryan Boilers are built specifically for use 


with oil and gas burners. 


BryYAN STEAM Corp. 


(BOILER DIVISION) 


aii BRYAN pit 


BLDG. 


INDIANA. 
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Stop Water Hammer With 


The STINSON Patent Equalizing Valve 


A system designed to prevent Water Hammer and any reaction 
in the water supply system in the building. If properly installed, 
the Stinson Equalizing Valve is guaranteed to completely and 
thoroughly remove any vibration in water pressure systems of piping. 

The Valve is made in sizes as conditions require. 

Stock sizes: 144, 134 and 24 inch. 

1% inch will take care of from inch to 144 inch supply. 

1*4 inch will take care of from"), inch up to 2 inch supply. 

2% inch will take care of from 2 inch up to 4 inch supply. 

Send rough sketch of piping in basement and I will advise you the 
proper place to install the equalizer. 


Robert Stinson, 1632 Forbes Street, Pittsburgh, Pa. 
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Many parks and 
places of amuse- 
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ment are about 
to open their 
summer season. 
You will find 
a real market 
for this corner 
Oval Bowl for 
such installa- 
tions and it will 
justify your 
judgment. 





Let us send you 

the complete 

Jones Hollow 
Ware catalog. 








JONES HOLLOW WARE CO. 


BALTIMORE 





MARYLAND 





You would 


not think of missing your daily 
paper, yet it does not begin 
to help you as your business 
paper, so why not spend a 
minute to send in your sub- 
scription. You will soon realize 
the tremendous help you 
have been doing without. 
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equipment are pointed out, and information is also given 
on the selecti_g of the equipment. The general assembly 
and method of installation for deep well pumps are de- 
scribed. Numerous illustrations, diagrams and capacity 
tables are also included, as well as diagrams. 
Otto Bernz Co.’s Circular 

Otto Bernz Co., Inc., of Newark, N. J., is sending out 
a circular describing its gasoline furnaces. The various 
parts are described in detail, and a pump furnace and 
top plate for it are illustrated. 


Circular of Bryan Steam Corp. 

Bryan Steam Corp., of Peru, Ind., is distributing a cir- 
cular illustrating its new line of vari-colored boilers for 
oil and gas. The boilers are made in six sizes and six 
colors, and these various shades of green, brown, blue, 
red, etc., are illustrated in the circular. 


Circular of Dick Bros. 
Dick Brothers, Inc., of Reading, Pa., are sending out a 
describing their new basin faucet of wrought 
The is illustrated in the circular, which 


circular 


brass. faucet 


also shows a view of the company’s plant. 


New Equipment 


A New Cellar Drain Pump 


A departure in the design of cellar drain pumps, for 


| home use, is announced in a recently introduced cellar 
drainer wherein the pumping portion is elevated above 


the sump, being on the same level as the motor. The 
customary float arrangement makes it automatic in opera- 
is taken care of by a special priming 


tion. Priming 
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which is designed to retain water from the last 
pumping operation in a sufficient quantity to permit the 
use of a suction pipe up to five feet in length. 

The manufacturer’s rating indicates that the outfit will 
handle 25 gallons per minute against a 15-foot head with 
This pump 


the use of a 1,750 r.p.m. 60 cycle motor. 
is manufactured by Goulds Pumps, Inc., Seneca Falls, 
i me 
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United 


the 
appointed 
Minister to Great Britain, is the sort of person around whom 


president of 
and now our 


erstwhile vice 


senate-baiter, 


Charles G. Dawes, 
States, and famous 


stories grow. Here is the story of how he saved the Chicago 
civie opera organization. 

It was nearly on the financial rocks, as not 
happens, and the financial big-wigs of Chicago 
ning to show signs of weariness in paving the road to culture 
with gold dollars. There was a meeting in which the weari- 
ness was made quite manifest. Appeared Dawes, hustling in 
a bit late. He was the only man there who really knew 
something about both music and money, and he hold 
with a firm hand, shook up the musicians and financiers until 
their heads rattled, and saved the opera company. 

Then up jumped a man. It was the Italian conductor of 
the company, and he began a headlong rush around the table, 
face shining and arms ou stretched—shouting to Dawes. Up 
jumped Dawes. He seized a chair and began waving it aloft, 
the while he shouted bac < to the shouting Italian conductor. 
And this is what he shouted: 

“Stand still! Stand still! If you kiss me, damn you, I'll brain 


you!” 


infrequently 
were begin- 


took 


BALTIMORE SUN. 


MORE SCOTCH 
Doctor: “I'll have to charge you twenty shillings 
proving your hearing.” 


for im- 


Aberdonian: ‘*‘What?” 
Doctor: “I say your bill is twenty shillings.” 
Aberdonian: “I canna hear ye.” 
Doctor: “Then I won't charge you anything.” 
Aberdonian: “Thank ye, doctor.” 
HAYSCO SPIGOT. 
Figures, says one. statistical authority, 
show that girls are wearing less clothes 


every day. That statfstic seems to us to be 


reversed, somehow. 

When you say that a girl is a decided blonde, your mean- 
ing will be taken differently by different people. <A brunette 
will probably suggest you were with the girl when 
cided the matter. 


she de- 


An advertising headline asks: “Will your feet make lines 
in your face?” We suggest a come-back ad for rubber heel 
people: “What if they long as you're wearing our 
rubber heels.” 


do—so 


Perhaps that’s what's wrong with so many faces we see. They 
look as if they had beaten paths on them. 





a’ 





do deteriorate 
an old Latin 
Nowa- 


How the noble thoughts of the human race 
through centuries of usage! There used to be 
exhortation which amounted to “Reach for the stars.” 
days the nearest thing to it you're apt to hear is: “Reach for 


the ceiling. I got you covered.” 





“SY” SEZ 
“Party that lost purse containing 
worry no longer—it has been found,” reads a country ad. 


twenty dollars need 





Railroad travel is safer than airplane riding. It's better 
to get a cinder in your eye than a back yard on your neck. 





They call them the weaker sex, but one woman can hold 


up a telephone line it took seventy-five men to lay. 





Chiffon hose at least give you a run for your money. 





When some people pay a compliment they act as though 
they wanted a receipt for it. 





“SY” MARTIN, Owensboro, Ky. 
A robin, in this Springtime weather, would feel as out of 
place as a mere man at a hosiery bargain counter. ~~ s me 
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Undoubtedly 


The Most Popular 
Automatic Water Heater 
Priced to Fit Everyone’s 


Pocketbook 


15 Gal. $50 
20 Gal. $55 


30 Gal. $70 
40 Gal. $85 


Distributed by the Plumbing 
Trade at a Nice Profit. 


Why wouldn't it be the Most 
Popular? 


s 
John Wood Mfg. Company 


Conshohocken, Pa. Chicago, III. 
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We’ve Created the Demand 


National advertising in House Beautiful, House and 
Garden, The American Home and other publica- 
' tions is creating a Nation-wide demand for the 





and we are referring hundreds of inquiries to 
plumbers everywhere who cooperate with us. 


Wi Now, You Fill the Orders 


and make that extra profit from the 
sales of this popular line which is 
destined to outsell anything in your 
“ shop. ZUNDEL Sanitary Toilet 
Chairs are fitted without tools to 
old or new plumbing and you can 
guarantee to match any color scheme. 
Send today for illustrated catalog or 
see your jobber. 








Special Announcement! 


Watch this publication for the announcement of an entirely 
new line that will revolutionize the toilet seat business. 


KILLZUN, INC., 2962 Tribune Tower, CHICAGO, ILL. 





Loe RRR ANN em 
Today’s Profits 


are not obtained by following yesterday’smethods. The 
fellow who is getting the contracts today and making 
money on them, is the man who uses modern, up-to- 
date, time and labor saving devices. 





We will be glad to send you information on the RO- 
4 GACO Portable Electric Pipe Machine, a real profit 


making machine. 


hii ROBBINS, GAMWELL & COMPANY 


Pittsfield, Massachusetts 
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| quantity of copies of “The Story of the Bath” shipped. Details 


| are to be put, but doubtless a portion 
| of the citizens of that Southern cit) 
| are going to learn some things about 
the master plumber and the plumbing 
business and its relation to health 








_ 











Bath a ‘Day —Alovement 


The Chattanooga, Tenn., association has just had a substantial 


are lacking as to the use to which they 





which they did not before know. All 
over the country alert association exccutives have used this little 
booklet with great effect. 

Now that school is about to close, attention may be 
turned to the use of the booklet at meetings of clubs like 
the Kiwanis, Lions, Rotary, ete. A great many master 
plumbers have distributed copies of “The Story of the 
Bath’’ at such meetings, and we recently reported the 
case of a Pennsylvania master plumber who found that 
his distribution of the copies had resulted in a number 
of very nice jobs. 

On the day when it is the master plumber’s turn to 
explain the nature of his business and its relation to the 
community, he may be sure.of making his remarks long 
remembered if, at the same time, he will see that every 
member attending has a copy of “The Story of the Bath”’ 
placed in his hands. 

If you’ve never read the booklet, write for a free copy 
and information on the Bath a Day movement. 


Epigrams—for Your Use 


Cupid is always shooting, and continually making Mrs. 
+ ” o 
He isn’t a progressive magician who is always up to his 
old tricks. 
ca + * 
Wealth adds to the wisdom of the wise and to the folly 
of the fool. 
+ * + 
A woman’s heartbreaks are almost as bad as a man’s 
indigestion. 
os * - 
Silence is the principal ingredient in the eloquence of 
discretion. 
‘ - * * 
Any man becomes an ideal husband the day his wife 
becomes a widow. 
. * ” 


You can’t push ahead by patting yourself on the back. 
* * + 


Hard cash is probably so-called because it is hard to get. 
*” * * 


The more popular a man is with himself, the less popu- 
lar he is with other people. 
* * * 


It is getting the kite on a string that makes it soar. 
* cm os 


It is easier to judge a woman by what she doesn’t say 
than by what she does. 
* + +” 


Champion prize fighters are naturally stunning men. 
* 
‘A well-organized trade association offers to the small 
merchant and manufacturer the opportunity to secure 





for himself many of the advantages which accrue from 


_ large corporate organizations without losing the particu- 


lar characteristics which favor his independent business.”’ 
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‘PATENTS PAINE 


Plumbing Department 


| Flattened End Lag Screws 
1,705,787. Thermostatic Gas Regulator. Frank W. ) 


Shuell, Elmer E. Ledbetter, and Thomas J. Tobey, Detroit, YS 
Mich., assignors to The EverHot Heater Company, Detroit, 
Mich., a corporation of Michigan. 

1,705,869. Sewage-Disposal Means. Edward D. Lewis, 
Elmira, N. Y. Made in four sizes and furnished with bolts 
YWx3 vex3g = =0%xq) XS 


Will fit any standard lag screw shields of corresponding sizes 












Nh Vad Shah BA eka tha Neus ies 


~~. ~~ = & — = ~~ . 





Send for samples and prices 


THE PAINE COMPANY 


2949-53 Carroll Ave., Chicago, Ill. 79 Barclay St., New York, N. Y. 


























Solderless 


Reichert 
‘*Toeledo’’ Flieats 





= a one 











A thorough inspection sys- 




















ai pn tem attends every step in the 

rece, aoe. ae : manufacturing process of 

| Reichert “Toledo” Solderless 
1,705,880. Combined Washtub and Sink Unit. Louis) RECHERE FEOAT ®  proits A test precedes their 
Schoen, Bronx, N. Y. | 2238 Smead Avenue = P'*SSiNg into stock. Thus you 
1,705,988. Solar Heater. Emmett B. Maxwell, Bakers-| Toledo 88 Ohio re assured of highest quality 
field, Calif. | and performance at all times. 


1,706,000. Sink Strainer. Simon G. Settles, Seattle, 
Wash., assignor to Argo Manufacturing Co., Seattle, 
Wash., a corporation of Washington. 

1,706,021. Ventilating Attachment for Water-Closets. 
Kirk S. Blanchard, Holley, N. Y. 

1,706,285. Toilet-Fixture Support. Richard T. Frye, 
Blauvelt, N. Y. 

1,706,036. Water Heater. Otto F. Nelsson, Pough- 
keepsie, N. Y. 

1,706,079. Floor Drain. Joseph C. Sanders, St. Louis, 
Mo., assignor to American Foundry & Manufacturing Co., 
St. Louis, Mo., a corporation of Missouri. 

1,706,404. Flushing Valve. Arthur Jacobson and Alex- 
ander L. Ogilvie, San Francisco, Calif. 4 

1,706,416. Water Tank and Radiant Fire Arrange- SIGN 
ment. Gerhardt F. Sehwartz, St. Louis, Mo. 

1,706,777. Water Softener. Charles P. Eisenhauer, 7 
Dayton, Ohio, assignor to The Duro Company, Dayton, 
Ohio, a corporation of Ohio. : 


Ask your jobber today about 
Reichert ‘‘ Toledo”’ Floats 


SCOTT 


A COMPLETE LINE OF 
BRONZE -~ IRON-BODY 


VALVES 
\ - built 


: E fe or 
VALU len 


life 
SCOIT VALVE MFG. CO. 


eraoaor micr 


*maXIMUM SERVICE PER DOLLAR’ 




































eam MARTIN *——=: 
Speed Up Your Pipe Work 


The Martin Portable Vise Stand 
and Pipe Bender is just the piece 
of equipment that the careful 
worker needs to get more 
| productive hours out of 
| the day. Saves its cost 
| in a very short time. 
Ask your jobber 


| H. P. MARTIN & SONS 


1,706,630. Regulating Valve. William G. Newton,| 626 E. 2nd Street 
New Haven, Conn., assignor to The Peck Brothers & Sain OWENSBORO :: KENTUCKY 


pany, | o—-. “<a «Game ce «ee sere co (sae eee 
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NO-SOL FLOATS 


Five Inch 
Round Float 


NO-SOL 5” FLOATS are par- 
ticularly ee -d for replace- 
ments, where the valve is 
worn or corroded. 


The 





buoyancy is more than 





a 4x5” float. 


REICHERT CO. 
$2 Toledo, Ohio 


& 


AYLING 


Erie Street 


THE 
4 


3047 N. 








RED-E-HALL 


PORTABLE PIPE THREADER 





Under our new payment 
plan there is no reason 
why you shouldn't have 
this time and labor saver 
right now. It will pay for 
itself in better work done 
with greater ease, and in 
time saved. 


Write us for details today! 


. 
re 
: 


Can be rolled easily to any place 
on the job or in the shop. 


__IL_I| 


HALL-WILL, Inc. 
Erie, Penna. 
Pacific Coast Office: 
717 Calmar Ave., Oakland, Cal. 














Che Breakers 





FROWN T 
a “ae 


OCEAN 
C i 


THE 





Atlantic tHe 


PREFERRED ~ 


In all seasons by those who know 
and wish the best either upon the 
American or European plan. 


Sensible rates 
HILLMAN MANAGEMENT 











Domestic ENGINEERING’sS Retail Adver- 
tising Service makes advertising easy for 
you—all you do is clip the copy from 
your copy of the paper and hand it, with 
the cut we send you, to your newspaper. 
Only $4.20 for 12 illustration cuts. Clip 
this, attach your check for $4.20 and 
mail today. 


DOMESTIC ENGINEERING 


1900 PRAIRIE AVENUE, CHICAGO, ILLINOIS 
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a third greater than that of | 
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1,707,297. Basket for Dishwashers. Frank G. Brotz. 
Kohler, Wis., assignor to Kohler Company, Kohler, Wis., 4 
corporation of Wisconsin. 
1,707,302. Process and Apparatus for Softening Water. 
H. Mitchell Godsey, Shreveport, La. 
1,707,322. Electric Water Heater. 
Bloomington, Ill. 


Chester J. Scanlan. 








1,707,252 














Del,, 
a cor- 


1,707,352. Stopper. James Fraser, Edgemoor, 
assignor to Speakman Company, Wilmington, Del., 
poration of Delaware. 


1,707,353. Valve-Handle Connection. James Fraser, 


Edgemoor, Del., assignor to Speakman Company, Wil- 
mington, Del., a corporation of Delaware. 
1,707,692. Valve for Water Softeners or the Like. 


Benjamin H. Ter Beest, Madison, Wis. 


Heating Department 


1,705,765. Ventilating System. George Hilger, Chi- 
cago, Ill. 

1,705,764. Refrigeration System. George Hilger, Chi- 
cago, Ill. 























1,705,923. Portable Pipe-Cutting-Torch Support. John 
L.. Irvin and Leo A. Brauer, Houston, Tex. 

1,706,028. Radiator Shield. Conrad A. Johnson, 
Jamestown, N. Y. 

1,706,104. Die Head. Albert F. Breitenstein, New 
Haven, Conn., assignor to The Geometric Tool Co., New 
Haven, Conn., a corporation. 

1,706,105. Die Head. Albert F. Breitenstein, New 


Haven, Conn., assignor to The Geometric Tool Co., New 
Haven, Conn., a corporation. 
78,127. Radiator Cover or Similar Article. Paul E. 


Schleicher and Walter C. Calcott, Gary, Ind., assignors to 

Schleicher, Inc., Gary, Ind., a corporation of Illinois. 
1,706,395. Fuel-Burning Device. Loyd I. Aldrich, 

Peoria, Ill., assignor to Preferred Oil Burners, Inc., Peoria, 


Ill., a corporation of Illinois. 
1,706,401. Method of Heating by Subatmospheric 
Steam. Clayton A. Dunham, Glencoe, Ill., assignor to 
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C. A. Dunham Company, Marshalltown, Iowa, a corpora- 
tion of Iowa. 


1,707,193. Heating-System Control. Paul F. Shivers, 
Wabash, Ind. 
1,707,194. Fluid-Fuel-Burner Control. Paul F. Shivers, 


Wabash, Ind., assignor, by mesne assignments, to Minne- 
apolis-Honeywell Regulator Company, Minneapolis, Minn., 
a corporation of Delaware. 
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1,707,195. Fluid-Fuel-Burner Control. Paul F. Shivers, 
Wabash, Ind., assignor, by mesne assignments, to Minne- 
apolis-Honeywell Regulator Company, Minneapolis, Minn., 
a corporation of Delaware. 

1,707,340. Oil Burner. William J. Young, Toronto, 
Ontario, Canada, assignor to Young Engineering Corpora- 
tion Limited, Toronto, Canada. 


1,709,174. Oil Burner. Robert C. Hopkins, Alliance, 
Ohio. 
1,709,505. Electric Radiator. Bernhardt F. P. Ved- 


der, Milwaukee, Wis. 




















1,709,837. Pipe Joint. Henry Ernest Bulmahn, Fort 
Wayne, Ind., assignor to The Western Gas Construction 
Company, Fort Wayne, Ind., a Corporation of Indiana. 


1,709,844. Insulated Pipe. Albert A. Durant, Hono- 
lulu, Territory of Hawaii. 
1,709,898. Pipe Holder or Support. Daniel C. Cun- 


neen, New Rochelle, N. Y. 

1,710,318. Humidifying Container for Radiators. Rich- 
ard G. Marter, Milwaukee, Wis., assignor to National En- 
ameling & Stamping Co., Milwaukee, Wis. 

1,710,324. Oil Burner. Alexander C. Sladky and Jo- 
seph Sladky, Milwaukee, Wis. 


1,709,559. Radiator Cover. Albert Edgar Blackman, 
Mount Vernon, N. Y. | 
1,708,588. Refrigeration. Alvar Lenning, Newburgh, | 


N. Y., assignor to Electrolux Servel Corporation, New York. | 
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We have a thousand 
rooms and our rates start at three 
dollars but it is the happy spirit 
of service that will most 
appeal to you at the 


HOTEL 
GIBSON 








Cincinnali is proud 
of this hotel. 
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A Choice of the Best 


HAT’S what you 
getinrepliesfrom 
a ‘*Domestic Engineering ’”’ 
Want Ad. 








Nomatter what your problem 
—if you want a job or a man 
for a job, if you have some 
used equipment to sell or 
want to buy some, if you want 
to know what the leading 
books on plumbing and heat- 
ing are, if you want bids on 
a job—a ‘‘Domestic Engi- 
neering’’ Want Ad will solve 
that problem. 














Domestic Engineering 
1900 Prairie Ave. Chicago, III. 
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8 cents for each word including heading and address. Count seven words 
for keyed address. Minimum $2.00 for each insertion. One inch $4.00. 








PROMINENT MANUFACTURER FOR- 

merly selling through jobbers, but 
now 
Hieating Contractors, have several de- eineer. 
sirable territories open to Manufac- 
turers’ Agents who are well acquainted 


with the Plumbing and Heating Class. 

Our products consist of Unions, 
Couplings, Plugs, Nipples, Air Valves, 

Water Heaters, Closet Combinations, ba. 
Pop Safety Valves, Closet Seats, Nickel 
Plated Split Steel Floor Plates and am 
other items used in quantities by. the geles, 
trade. Proposal is liberal commission and 
plan. In replying, give your age and supply 
all other information that you feel one 
would be of interest to us. Address lines, 
Key 350, “Domestic Engineering,’ 1900 


Prairie Avenue, Chicago. 


WANTED—PLUMBING AND HEAT- 


ence in Illinois territory close to Chi- 
cago. Address Key 352, “Domestic En- 
gineering,” 1900 Prairie Avenue, Chi- 
cago. 


REPRESENTATIVES WANTED IN 


Situations Open 


selling direct to Plumbing and 


Supply Salesman with Experi- 


HEATING 
» 12th. Eighteen years’ experience 
designing and managing heat- 
ing departmenf. Can qualify as Branch 
or Department Manager or Service En- 
Address Key 356, 
saginecring," 1900 Prairie . Avenue, for a concern already engaged in a 
(Chicago. 


selling, 


EASTERN MANUFACTURER 
Warehouse on Railroad Siding 


who has facilities for storage 
distribution to plumbing and mill 
jobbers, wants to connect with oe 
* more manufacturers in kindred 
who have their own sales repre- TION. By Harry B. Perrigo. Gives 
sentative i j 
storage 


Orr 


Hoe, 


and shipping. 


“Domestic Engineering,” 1900 from standard recognized rules and 
Prairie Avenue, Chicago. 


ENGINEER AT LIBERTY FOR § 

chase a Going Business, dealing with 
the manufacturing and selling of a 
plumbers’ specialty. This product has 
a large distribution, and is fully cov- 
ered by patents. An excellent addition 





“Domestic 


similar business. For further particu- 
— lars write Key 354, “Domestic En- 

gineering,” 1900 Prairie Avenue, Chi- 
cago. 


Lines Wanted __ 


jobbing district in Los An- 








Books for Your Trade Library 


THE TABLE OF ESTIMATED RADIA.- 








with a view of economy in 


“ the accurate amount of radiation re- 
Address Key 


quired for any size room. Computed 


simplified to a degree that makes it 





WONDERFUL MONEY- MAKING ‘SIDE- 
or exclusive proposition for 
salesman calling regularly and direct 
on plumbing dealers. Communications 
strictly 
HEATER COMPANY, Geneva, Illinois. 


ee readily understood by any man with 
even a limited knowledge of heating. 
Two tables—one for steam and the 
other for water—are printed in two 
colors on heavy celluloid—making four 
pages in all. Substantially bound. Size 
4%4,x7% in. Saves time and eliminates 
errors. Price, postpaid, $1.00. 


Lines to ‘Handle | 


confidential. KOIL-LES 











leading cities to handle highest grade 
line of radiator shields and radiator 
cabinets. Our representatives earn 
$500.00 to $1,000.00 per month the year 
around, above expenses. Full selling 
plan furnished. Address Key 256, “Do- 
mestic Engineering,” 1900 Prairie Ave., 
Chicago. 





EXPERIENCED PLUMBING AND 

Heating Supply Salesman for the 
metropolitan district. Liberal salary 
and commission to the mi in who can 
produce. Address Key 351, “Domestic 


MANUFACTURER'S AGENTS—SOME- 

thing New—Vapor Vacuum Air Valve. 
exclusive territories available to re- 
sponsible parties. State territory you 
desire. Address Key 353, “Domestic 
engineering,” 1900 Prairie Avenue, 
Chicago. 


Wanted To ‘Buy 


WANT ED. SMAL z. ‘PORTABL E PIPE 

Machine Stock for 6 Inches and 
Down. Cutters or light power hack 
saw. Used and in perfect order. Par- 
ticulars in first reply. Address Box 











MERCHANDISING THE PLUMBING 

BUSINESS. By Karl W. Zoeller. A 
treatise on merchandising as applied 
to the plumbing and heating business, 
that should be read by every plumber, 
contractor or jobbing plumber. The 
subject is completely covered by the 
twenty-six chapters, and in a manner 
making it interesting and easy to read. 
It contains many valuable suggestions 
on Window Display, Showrooms, Ad- 
vertising, etc. No matter how large or 
small your business, you need this 
book. Size 4%x6% inches. Over 100 
pages. Price, postpaid, $1.50. 





engineering,” 1900 Prairie Avenue, Number 241, Canton, Georgia. 
(Chicago. » me 
— a For Sale 
Situations Wanted FOR SALE—PLUMBING AND HEAT- 
- — ing Business on account of ill health. 
ENGINEER — PLUMBING, HEATING, This business established 25 years, 
ventilation estimator, Supt. Designer averaging $40,000.00 yearly for the past 
and Master Plumber interstate work five Small Stock. In city of 


specialized. 19 years’ experience. A-1l 
reference. Address Key 326, ‘“‘Domestic 
Engineering,” 1900 Prairie Avenue, 
Chicago. 





100,000 
Splendid 
Haverton, 
Peoria, 


with four Jobbing Houses— 
Opportunity. 


Illinois. 





OVERHEAD EXPENSE AND PER- 

CENTAGE METHODS. By Henry F. 
Baillet. Master plumbers and steam- 
fitters are realizing more and more the 
importance of including their overhead 
expense as a part of each contract. It 
is the only sure way of showing the 
correct margin of profit on business 
handled for the year. In compiling this 
book, Mr. Baillet has used data taken 


Address L. H. 
Trustee, 108 Liberty Street, 




















These questions and scores of others 
are given with clear, concise an- 
swers in “Questions and Answers 
on the Practice and Theory of 
Steam and Hot Water Heating.” 
Carefully classified to aid quick 
finding, these questions and answers 
will be put to every day use by 
the heating man. 


Substantially and attractively 
bound in cloth, this book will prove a 
valuable addition to your library. 
Send $2.00 to Domestic Engineer- 
ing Book Dept. and we'll post the 
book to you by return mail. 
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How is the horsepower of a tubular boiler deter- 
mined? What is a vacuum? What is evaporation? 


What is buoyancy of a liquid? 
What is condensation? What 
is fluid friction? How are 
joints to be tested for leaks? 
What is a riser? 


DOMESTIC ENGINEERING 


Book Department 
1900 PRAIRIE AVENUE 


CHICAGO, ILL. 




















‘ 
° 
. , 
& ' 
‘ 
» 
, \ 
i 
- 
F 
, ete Pe SP MTL ee . Se 








